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Tomorrow’s designs today! That's the goal of Virden’s Design Department. Like the new Sun 'N Sand fixtures 
shown above. Here is a grouping as fresh as tomorrow’s sunrise, as clean and crisp as a wave-swept beach. 
This is lighting that captures the trend of modern living... that makes the buying (and selling) of lighting a 
happy experience. It’s the kind of vigorous support Virden distributors are getting .. . continuous and grow- 
ing assistance that is helping them get more sales, more profits from the Virden Lighting line! 


VIRDEN LIGHTING 


a division of John C. Virden Company » 6103 Longfellow Ave., Cleveland 3, Ohio 
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Dept. 1710 Flushing Ave., Brooklyn 37, N. Y. 


Please send me the following illustrated catalogs: 
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Send today for your copy of the Minuet 
Catalog R-175. Also available are two new 
illustrated catalogs: 


Pirouette Chandeliers R-177 


Castlume cast aluminum Lanterns R-178 


Simply attach the convenient coupon to 
your letterhead. 


In creating Minuet, Globe craftsmen have captured all 
the charm and elegance of the Colonial period. Authen- 
tic in every detail, gracefully proportioned along with 
rich antique and lustrous brass finishes, Minuet lends 
the touch of grandeur to Colonial room settings. 


PLANT & OFFICES: 1710 FLUSHING AVE., BROOKLYN 37, N.Y. 
16 EAST 40TH STREET + NEW YORK 16, N.Y. 
S$ H 0 W R 0 0 M $ > 326 N. WELLS STREET + CHICAGO 10, ILL, 


| 4 | 
> te 
Lighting Products, Inc. 
| 
| 
| 
i 


unique: Storame is on 

of a complete line of modern lighting 
fixtures with a flair for the future. — 
nd for our new catalog showing ot 


Del-Val fixtures fully 


manufacturing company 
519 W. HUNTINGDON STREET + PHILA. 33, PA : 
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R. E. Cleary 
Streetlighting in National Focus 


Streetlighting was in the national spot- 
light recently when the Detroit Edison 
Company was cited as the nation’s out- 
standing utility in the development of safe 
street and highway lighting. 


The company, which planned, developed 
and installed the modernized lighting for 
six of the 15 incorporated cities and towns 
meeting the safety code of the American 
Standards Association, has been given a 
Reader’s Digest Public Service Award for 
its accomplishments. 

Also cited was the city of Detroit for its 
“continued and progressive leadership” in 
the modernization of urban lighting. De- 
troit, Chicago and Rockville, Conn., were 
the only three communities to receive the 
Public Service Awards. 

In Detroit ten “problem” areas—scenes 
of the greatest nighttime crime—were se- 
lected for a three-part program which in- 
cluded brighter luminaire and improved re- 
fractors. The spacing of lights is even 
closer than called for in the Association 
code. The program will be completed in 
August. Another ten areas were selected 
for modernization, with plans for expendi- 
ture of $3.5 million over the next ten years 
for street and highway re-lighting. 


Publisher-Editor 


On Our Cover: 


Pinegrove Country Club, Montreal, 
Canada interior design by Barnett 
Simons, A.I.D., 38 East 57 Street, N. Y. 
Interior of the club is distinguished by 
a pleasing combination of colors and 
textures. The white milk glass lighting 
fixtures and the white pressed plastic 
wallcovering contrast with the striped 
blue and green upholstery fabric and 
the kelly green carpeting which has 
checkerboard runner pattern. Suspended 
lighting fixtures Habitat, Inc., New 
York. "Dimmer" lighting system, Union 
Electric Co. and Flomen Electric of 
Montreal, Canada. 
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PLASTICS 


A NEW HIGH IN LIGHT STABILITY 
with Styron 672 and Styron 673 


VERELITE 


These two new Dow polystyrenes have been fully tested 
to prove they not only meet—but far exceed—the speci- 
fications for fluorescent lighting materials as set jointly 
by the National Electric Manufacturers Association, the 
Illumination Engineering Society, and Society of Plastics 
Engineers. 


Under intense testing in the Atlas Fadeometer for light 
stability, for example, Styron* 672 Verelite*, the mold- 
ing formulation, and Styron 673 Verelite, for extrusion, 
both exhibited a yellowing factor of only 0.5 after 500 
hours! Under long-term exposure to a standard cool white 


THE DOW CHEMICAL COMPANY - 
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40 watt fluorescent lamp, the yellowing factor is 4.5 after 
26,000 hours with the sample placed one half inch from 
light source! 


The high light transmitting and diffusing properties 
of these Verelite formulations offer a new freedom in fix- 
ture design. The grid panel above, of Styron 672 Verelite, 
was designed to create a special effect of continuous 
luminous expanse. An example of what can be done. 


ZERLON®. . . a weather resistant methyl methacrylate 
styrene copolymer for your most demanding outdoor or 
indoor applications is also available from DOW. 


*TRADEMARK 


MIDLAND, MICHIGAN 
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@ MASTER CATALOG—54 
pages of the world’s 
finest quality lanterns 


@ DECOR—12 pages fea- 
turing the newest de- 
signs for indoor as 
well as outdoor lan- 
terns 


@ SWEETS ARCHITECT 
FILE 


FOR ‘60 


not one 
but four 
catalogs 


@ CONSOLIDATED CATA- 


plus an 
illustrated 
selling quality lanterns | price 


| ,,.and that’s not all—Artolier is forging 
| ahead with its biggest advertising 


and promotional campaign ever. 
NATIONAL ADVERTISING POINT-OF-PURCHASE TRADE 

, House & Gardens Giant Counter Card All Lighting Publications 
s House Beautiful Window Banners Sweets Architect File 


Better Homes & Gardens Window Decals Direct Mail 


ART OLI E R cane TV Alcoa Presents 


| ARTOLIER PROMOTIONAL SERVICE 
. | Where quality and design show the WAY | Write to Catalog and Promotion Department for all catalogs and promotional 
| LANZA AVE.GARFIELD, N. J. material (counter cards, window banners, decals and mats). 
1 Planned Merchandising Means More Profits! 
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More Lustrex perma tone is used for lighting fixtures than any other ultraviolet 
light-stabilized styrene. 


In clear white and a complete color range, it exceeds IES-NEMA-SPI joint specifica- 
tions for ultraviolet light-stabilized styrene. With perma tone you can create low 
cost large areas of illumination with good diffusion, dimensional stability, and 
uniform light distribution. 


New Impact Lustrex perma tone provides extra toughness and flexibility for snap- 
fitting to metal parts, high resistance to abnormal abuse, lighter weight through 
thinner walls. For free technical report on both regular and impact Lustrex perma 
tone styrene, including accelerated aging test results and other valuable data on 
styrene in lighting fixtures, write to Monsanto Chemical Company, Plastics Division, 
Room 782, Springfield 2, Massachusetts. LUSTREX: Reg. U.S. Pat. Off. 


Photo: Courtesy of Electro Lighting Corp., Chicago, Ill. 
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DISTINGUISHED DEBUT 


aus Proudly, we present the first group of our new series... designed 

to fulfill the creative scope and precision of the architect's 
requirements. Variations include sizes for every commercial and 
residential use. Available in suspension and semi-flush applications, 
featuring a new EJS-designed holder*. 


Metal 
mounting 
is practically 
invisible 


and maintenance 
problems 
are reduced 


to almost none. 


(A) F6210 10” diam./100w. 
F6212 12” diam./150w. 
F6214 14” diam./200w. 
F6216 16” diam./300w. 

(B) F18-300 18” diam./ 

4 lights —75w ea. 


(C) F6294 13” diam./300w. 


*Patent pending. 


EJS LIGHTING CORPORATION 


Chicago, III. 


921 East Pico Bivd., Los Angeles 21, California / Chicago Warehouse: 2719 
8-300 18” diam./300w. 6290 10” diam./150w. _ North California Ave., Chicago 47, Illinois, Dickens 2-6613 / Philadelphia 


12-150 12” diam./150w. 6294 13” diam./300w. fi Warehouse: 309-11 Arch St., Philadelphia 6, Pennsylvania, MArket 7-0427 
Union Made by |.B.E.W. U.L. Approved 
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UP OR DOWN, THE NORD PULLEY WORKS SMOOTHLY AND EASILY, ALLOWS YOU TO ADJUST THE HEIGHT 
OF THE LIGHT AT THE TOUCH OF A FINGER. ITS SUPERIOR PERFORMANCE HAS MADE IT THE MOST 
WIDELY USED PULLEY IN THE INDUSTRY. NORD-NEW YORK, INC., ONE CENTRAL AVENUE, TARRYTOWN, N. Y. 
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the NEW 
SEA GULL 
CATALOG 


Scores of brilliant, new designs in Colonial, 
Traditional, Contemporary, Novelty —a full 
range of styles for the entire home — are 
illustrated in the NEW FULL COLOR SALES 
PORTFOLIO to tell and sell this complete 
line for you. 


The Sea Gull Line is backed by 41 years of 
lighting know-how in designing, manufacturing 
and merchandising — all to assure you, 
The Dealer, of a ready market and 

high scale profits. 


Send for your FREE copy now! 


Send me the New Sea Gull Catalog. 


SEA GULL Lighting Products, Inc. 
2520 Morris St., Philadelphia 45, Pa. 


SEA GULL 


Company... 
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ROBERTSON 
THE 


NAME FOR BALLASTS 


Years Ahead With 


Robertson Ballasts ...... 


amet. The core of every good Fluorescent 


ROBERTSON BALLAST 


Robertson Deliveries Expedited from 
Chicago, Atlanta, New York, Les Angeles 


S. Traubitz & Co. Hayes and Noe 
96 Station Plaza 1920 Buford Hwy. 
Lynbrook, L. L, N. Y. Atlanta 9, Georgia 
Lynbrook 3-6260 Trinity 3-1613 


The Long-Life Ballasts, Guaranteed for Three Full Years 
Whatever your Ballast Needs .... Look to Robertson First 


Lighting Fixtures... Home... Photocopy Machines 
Industrial Kitchen Ranges Home Laundries 
Lighting Laboratory Equipment 
Medicine Cabinets Desk Lamps Dental Fixtures... Ozone Lamps 
Advertising Signs Vending Machines Black Light... . Germicidal Lamps 


Ray J. Noel Company, Inc. 
4315 So. Western Ave. 
Los Angeles 62, Calif. 
AXminster 2-0191 
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BLUE ISLAND TELEPHONE FUiton 8-2315 
CHICAGO TELEPHONE PUIIman 5-7177 


ROBERTSON TRANSFORMER CO. 


Manufacturers of Fluorescent Lighting Ballasts Exclusively 


THORNTON ROAD, BLUE ISLAND, ILLINOIS 


LIGHTING, July, 1960 


yy, Yj 
: 
| 
| S 
| 
: 
4 
4 
ve 
de 
cc 
BALLASTS 
BALLASTS | 
: 
le 


in, 


Some things 


you should know about 
this low-brightness lens panel 


This is Corning’s Crystal No. 70, a prismatic lens panel with 
very low surface brightness in the direct glare zone. It is 
designed to deliver maximum illumination in useful directions. 

Because it’s glass, it won’t warp, sag, bend. It can’t dis- 
color; cleans easily, doesn’t attract dust. 

The water-white crystal composition assures maximum 
transmission of light without color distortion. It is available 
vz” thick annealed, or %” thick annealed or tempered in 
Single-panel sizes up to eight square feet in area. 

Crystal No. 70 is recommended for areas where high 
levels of illumination and maximum brightness control are 
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desired: general offices, classrooms, hard-goods sales areas 
in stores, luminous ceilings and large-area luminaire appli- 


cations. 
For complete data on performance and designs of Crystal 


No. 70 and other lighting glassware, write Lighting Sales 
Department, 62 Crystal Street, Corning, N. Y. 


Lg CORNING GLASS WORKS 


CORNING MEANS RESEARCH IN GLASS& 
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—who help strengthen America’s Peace Power 
by buying U.S. Savings Bonds 


In America’s major industries, and in thousands of com- 
panies, large and small, patriotic Americans are making 
regular purchases of Shares in America through the Payroll 
Savings Plan. These devoted citizens are helping themselves 
and their families as well as giving dollar support to the 
Peace Power of our country. The Payroll Savings Plan pro- 
vides a sound, systematic way to help finance homes and 
education and increase security after retirement, and it builds 
our country’s economic strength. 


Has your company put in the Payroll Savings Plan? If not, 
start now! Or, perhaps you want to increase participation in 
an existing Plan? Just contact your State Savings Bonds Di- 
rector and he will gladly help put this Plan to work. Or write 
Savings Bonds Division, U. S. Treasury Department, Wash- 


ington 25, D.C. 


| NOW! U.S. SAVINGS BONDS EARN 3%% | 


LIGHTING 


114 E. 32 St., N. Y. 16 


CORNELIUS J. MANNING, skilled technician in one 
of America’s communication centers, is typical of many 
thousands of payroll savers in industry and business 
who are buying U. S. Savings Bonds regularly. 


THE U.S. GOVERNMENT DOES NOT PAY FOR THIS ACVERTISEMENT. THE TREASURY DEPARTMENT THANKS, FOR THEIR PATRIOTISM, THE ADVERTISING COUNCIL AND THE DONOR ABOVE. 
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No. 1827 
ACTUAL SIZE 
Pat. Pend. 


ROTARY 


SIMPLE, SNAP-IN INSTALLATION of No. 1827 cuts time and 
labor costs...eliminates fumbling with lock nuts. Locks 
into a keyed mounting hole with a single push. Designed 
expressly for pole lamps, tree lamps and small appliances— 
where limited space is a consideration—this new, small, com- 
pact and efficient switch is precision engineered with the 
same time proven ratchet-action mechanism standard in all 
Circle F Rotary Switches. Rated at 1 A.-125 V.T.—3 A.- 
125 V.—1 A.-250 V. and a special 6 A.-120 V. A-C. 

Contact your local Circle F representative for complete 
information or write direct. 


J CIRCLE F MFG. CO. 


TRENTON 4, NEW JERSEY 
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A STATE of paralyzing confusion exists today over 
the subject of where highway lighting can and should 
be planned for the 41,000-mile Interstate Highway Sys- 
tem. There has been equal turmoil over how much light- 
ing should be used. While this chaos has been allowed to 
exist by public officials, legislators, and the taxpaying 
public, thousands of Americans lose their lives through 
lack of action to provide proper lighting on the highway. 

This lack of effective action means that tonight, be- 
tween sundown and sunrise, 50 of our fellow Americans 
will die, and 1600 more will be injured in traffic accidents. 
Half of these tragic deaths—half of 


by James M. Dowtin 


electric 


total miles driven. You can’t crowd 200 cars into a space 
intended for 100 cars without asking for trouble. As one 
statistician put it, “Over a recent five-year period, there 
were 3,000 miles of new highways built in the United 
States, but 22,000 miles of new automobiles were built 
during the same period.” 

The hazard of overloaded highways is bad enough in 
broad daylight. When night falls, it doubles. Statistics 
show that two-thirds of the traffic leaves our roads be- 
fore dusk, yet night is the time when well over half of 
all traffic deaths occur. This is the time when drivers 
are inclined to be physically tired and 


these painful and costly accidents— 
do not need to happen. Experience 
shows they would not happen if we, 
as a nation, spent as much for ade- 
quate highway lighting as we spend 
to mow the roadside grass or clean 
debris from streets and highways. 
A national scandal? Yes! The 
need for light grows more acute each 
year as more and more vehicles crowd 
onto the same highways. To make 
matters worse, there is today no 
guarantee at all that adequate lighting 
will be installed on the new 41,000- 
mile Interstate Highway System 
which is designed to ease traffic pres- 
sure on existing roads. In fact, a 
state of utter confusion exists over 
where highway lighting can and 
should be planned for these new super 


hw 


lighted. 


Lighting in the ten critical areas of 
driver decision are a vital necessity in 
every state for the comfort, conveni- 
ence, and safety of the after-dark 
motorist. The ten critical areas of 
driver decision are: 


|. Entrances and exits. 

. Interchanges and intersections 
where they occur. © 

. Bridges, overpasses, and viaducts. 

. Tunnels and underpasses. 

. Guide sign locations. 

. Dangerous hills and curves. 

. Heavily traveled sections in urban 
and rural areas, or where entrances, 
exits, or interchanges occur within 
one mile or less of each other. 
8. Rest areas and connecting roads. 
9. Railroad grade crossing. 

10. Elevated and depressed roadways. 
Not the entire 41,000-mile highway 

system, but these ten critical areas of 

driver decision should be adequately 


mentally irritated—a fatal combina- 
tion that led to 20,000 deaths in the 
dark last year. In contrast, there were 
17,000 deaths in the daylight, when 
twice as many cars were on the road. 

But the rate of night-time deaths is 
like that part of an iceberg which you 
see above the ocean surface. Much 
more of it is hidden: for every one 
death there are 35 disabling injuries, 
94 major property damage accidents, 
141 minor mishaps, and thousands of 
near accidents. 

Just what does this national scandal 
mean in dollars and cents? In the last 
year, the night accidents and fatali- 
ties represented an economic loss to 
the nation of about 3 billion dollars. 
This covers lost wages, medical ex- 
penses, insurance, and uninsured re- 


highways. 

We need nothing short of a “Crusade for Light” to 
correct the situation and halt the unnecessary slaughter 
on dark highways. It is clearly in the interest of the pub- 
lic who pays for all of America’s highways that each of 
us—whether as a citizen, a businessman, an engineer, a 
government official or a legislator—enlist in such a “Cru- 
sade”, examine the facts, and take immediate action. 

What are the needs for fixed roadway lighting? How 
do we interpret the technical standards governing where 
to light and how much light to use? Only by examining 
all of the facts can we come to sound conclusions as to 
how to meet this challenge for the benefit of the travel- 
ing public. 

Let’s begin by taking a look at the automobile itself as 
a factor in American life. Ten years ago, lighting on 
an average highway was as novel as the automatic trans- 
mission on a 1948 model car. But in 1948 there were 
only 41 million vehicles on the roads. Now there are 70 
million, and there may be 100 million by the year 1975. 
Add to this the fact that people are spending more time 
on the road. The 70 per cent increase in the number of 
vehicles is matched by almost a 100 per cent increase in 
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pair bills. 

Can we prove conclusively that light, and light alone, 
can save lives? Very definitely, yes. There is more 
than adequate proof from progressive states too numer- 
ous to mention. As one example, the State of Connecti- 
cut lighted continuously 58 miles of its new 129-mile 
Connecticut Turnpike because interchanges in this rela- 
tively urban area were located an average of one mile or 
less apart. Their first year accident record showed only 
1.5 deaths per hundred million vehicle miles compared to 
4.0 on state rural roads during the same year. The Hon. 
Abraham Ribicoff, Governor of Connecticut, has stated 
before a public meeting that, “I cannot conceive of an- 
other heavy traffic highway being engineered in the 
United States without lighting.” This comes from a 
man who has been one of the nation’s foremost leaders 
in accident reduction in his own state to the point where 
Connecticut ranks second among the states in having the 
best traffic safety record—less than half the national 
death rate per vehicle mile. _ 

Typical of the results obtained through better lighting 
is a case in Indiana on U.S. Route 40 near Indianapolis. 


—Continued on page 61 
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Oard tor lite! 

. Head straight for PROFITSVILLE on this special 
Ride the STAR Light express. Sensational sale prices on five 


fast-moving items—speciall picked for summer 
_ appeal... specially suited for impulse sales! Make 
‘4 a striking floor clisplay for fast sell-out. Take 
advantage of increased traffic to sell more items, 


® collect more dollar volume per customer. Complete, 
VALUE TRAIN 


tested merchandising tie-in kit free with 
to Sizzling Summer Profits! 


your order. Send coupon today for full details, 


ete 
gates, 


$L-994 Pull-down for din- 
ing, living, family room. 
Elegant golden beading 
on white ceramic glass. 


$1995 


PECIAL 16” satin brass shade. Turn 
RETAIL PRICE switch. Adjustable 18” to 
(Regularly $17.65) 48”, 


4 


ea Special Sale 
SPECIAL RETAIL PR} Prices Until 
$749 (Regularly $9.88) ” August 31, 1960 


SL-277 Both Bracket, 


Crystal beadi 
b ng On white 
fibe ng. Toggle switch, convenience tlet, 25” P 
Glas an 4%”, outlet. 25” x 414"; ext, 
U7] 
FREE! Colorful - 
Merchandising ...and a hot ne 
Helps caboose sales-catche 
| 
© Display Str Specie 
isplay Streamers Regularly $1195) 
@ Envelope Stuffers UTOMATIC POST LIGHT CONTROL 
1 $L-785 Sensational 
Automatic Post Ligh! 
Control. sunrise. 
MAK NOW Hanes, THOMAS INDUSTRIES INC., Lighting Fixture Division i 
FOR EXTRA any 3° da 207 E. Broadway, Louisville 2, Ky., Dept. L-7 ; 
PROFITS! Sd B C) Please have representative call to give me full details on ; 
Bay fo" TAR Light Value Train promotion. 
Tr ig s 
TT U C) Please send free STAR Light catalog. ; 
THOMAS INDUSTRIES INC. 
mpany 
Lighting Fixture Division 
Executive Offices: 1 
207 E. Broadway, Louisville 2, Ky. City, Zone. State H 
The World's Largest Single So rce of 
Lighting for Coummersé industry Olstributor le. 


LIGHTING, July, 1960 {15} 


pace AL 

one 

here 

‘ited 

ruilt 

f of ee ; 

and 

ina- 

summe 

hen \ a 

iS is S a S 

4 Fast-moving Lighting Fixtures 

ft-346 RICE | 

one, 

ore 

ler- | 

cti- 

nile 

ela- 

or 

nly 

to 

on. ; 

ted 

an- 

the 

la 

ers 4 

ere 

the 

ing 

lis. 

>» 61 


a 


Installation: Over 500 Sunbeam shallow recessed fixtures with Corning Albalite diffusers ave used ec? 


the Superior Tube Company Bldg., Philadelphia, Pa. 


Rental Office Buildings Present an 


Illumination Challenge 


The new Superior Tube Company Building at 
7 Wynnewood Road, Wynnewood, Philadelphia, Penn- 
sylvania is typical of the new trend in rental office 
buildings. The entire building is based on a modular 
systems of 4’ x 4 10” panels that can be moved to ac- 
commodate the space needs of the tenants. The minimum 
area is 12’ x 20’ and can be enlarged to any desired 
length or width with all rental areas having window 
walls. 

All secondary spaces within these rental areas have 7’ 
movable partitions with glass above a height of 4’. 

To design the lighting system for this modular struc- 
ture was the job of Francis A. Tahner, Electrical En- 
gineer for the George M. Ewing Company of Phila- 
delphia. 

Various modular 1’ x 4 and 2’ x 4’ recessed Sunbeam 
Lighting Company fixtures were specified and installed 
in a suspended grid ceiling. 

The lighting plan was so designed that each fixture 
can be moved and relocated to any ceiling tile pattern 
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within a given radius from a centrally located outlet box. 
The normal system permits four fixtures to be moved 


into any one 2’ x 4’ pattern within a given module area 
of 12’ x 14’ 6”. 


The overall design calculations were based on an opti- 
mum level of 65 to 70 footcandles for general office 
areas. In certain locations this was increased or de- 
creased accordingly by the relocation of fixtures in con- 
junction with the re-arrangement of the office partitions. 


Over 500 Sunbeam Lighting Company’s shallow re- 
cessed fixtures with Corning Albalite diffusers were used. 
They are designed to lay-in on the suspended grid ceil- 
ing structures. This allows for easy relocation demanded 
by the changing office areas. 

Architect and Engineer: The George M. Ewing Co., 
of Philadelphia and Washington, D. C. Electrical En- 
gineer. Francis A. Tahner, of the George M. Ewing 
Co. Electrical Contractor: Morris Newmark & Bro., 
Inc. General Contractor: Fleming Company. 
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PARK AVENUE 


peng styled, planned and equipped for maxi- 
mum efficiency, the new world headquarters of the 
Pepsi-Cola Company in New York has been designed 


with the thought of providing pleasant surroundings in - 


which to work and adequate lighting for eye comfort. 
Skidmore, Owings and Merrill were the architects. They 
have given it Park Avenue distinction. 

The location of the building on the Southwest corner 
of Park Avenue and East Fifty-ninth street, is favorable 
to the method of lighting chosen—a combination of 
artificial light with daylight coming in through the glass 
curtain wall to perimeter offices and filtering into interior 
offices through rough-cut glass inner partitions. The 
natural light can be controlled by individual chain- 
operated, vertical, Venetian blinds. 

The installation of the 135 panes of glass in the 
North and East sides created special problems. Each 
pane is 13 ft. by 9 ft. 3 in. and % in. thick, so large that 
they had to be placed on various floors with a crane 
before the aluminum parts of the curtain wall were put 
in place. It is believed to be the first time glass of this 
size has been used throughout a building. As a rule it is 
limited to the first few floors for display purpose. But 
these glass curta n walls extend to the tenth floor. 


Contemporary. Construction 


Eight concrete columns reinforced with structural steel 
provide the main support for the entire structure. Six 
aluminum-clad columns are visible in the lobby and two 
are located on the Park Avenue side, under the building’s 
overhang. The unusually long span resulting from the 
minimum number of supporting columns, coupled with 
cantilevers furnish complete flexibility of floor space. 
Visual attractiveness is increased by floor-to-ceiling glass 
panels on each floor and acid-etched aluminum spandrels. 

Throughout, the building represents a dramatic union 
of art and functionalism, depending on the imaginative 
use of glass and aluminum and polished black granite for 
its distinction, and on the use of lighting, not only for 
good visibility but for the creation of features such as 
the illuminated planting boxes in the plaza. The building 
is set back 13 feet on Park Avenue and 33 feet on East 
59th St. 

The ground floor lobby-information center area is ex- 
pected to become one of New York City’s prime attrac- 
tions. The lobby is defined by walls of 14 inch thick glass 
from floor to ceiling. More than 256 incandescent down 
lights are used. The West wall is bathed in special light- 
ing over its entire surface, which is covered with Vene- 
tian tesserae made of deep blue vitreous smalti enamel. 
These pieces are mounted on separate detail-mosaic 
papers, forming interlocking panels on the wall area. 
After the detail papers were scrubbed off the front side 
of the mosaic the wall was highly polished and is one 
of the most attractive parts of the lobby decor. 
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The Pepsi-Cola Building adds a note of brilliance to New York's Park 
Avenue scene at night, when light from the luminous ceilings in the 
perimeter of the office floors shines out through the glass curtain walls. 
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Reception area on a typical office floor. General illumination is 
furnished by recessed two-lamp fluorescent troffer fixtures with low- 
brightness acrylic plastic lenses. 


View in the perimeter of a typical office floor, showing row of execu- 

tive offices next to glass curtain wall with luminous ceiling overhead. 

At left is seen portion of an interior office area with two-lamp 
fluorescent troffer fixtures recessed in the ceiling. 


View of an executive office on a typical office floor. Vertical Venetian 
blinds, seen at left, are individually chain-operated to control the 
natural light received through the glass curtain walls. 
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Although the building stands on a site only 100 ft. x 
125 ft. and is only 11 stories high, it holds its own among 
the big skyscraper neighbors because of the large scale 
and dignity of design. 


Luminous Ceilings 


From the second floor to the tenth, natural light is 
supplemented by luminous ceilings in the perimeter ex- 
tending into the interior a distance of eighteen feet from 
the glass curtain walls. 


The luminous ceilings consist of hung ceilings of vinyl 
plastic panels supported on the aluminum T-bars of a 
suspension system. Above these ceilings single-lamp 
fluorescent strips are mounted approximately 3 ft. apart, 
on centers. The walls and ceilings in the plenums are 


painted white. 40-watt rapid-start fluorescent lamps are 
used. 


Lighting for the interior floor spaces is furnished by 
105 recessed two-lamp, 40-watt fluorescent troffers hav- 
ing low brightness acrylic plastic lenses. 


The lobby is lighted by recessed incandescent down 
lights and fixtures that are similar, but of weather-proof 
type, light the plaza. The luminous ceiling lights in the 
perimeter of the office floors are left on at night, adding 
a new note of brightness to the scene. The executive 
offices on the 11th (pent house) floors are lighted by 215 
recessed incandescent down lights. 


Slocum & Fuller were the consulting electrical en- 
gineers, 


Electrical contractors were Fischbach and Moore, Inc., 
New York City. Construction was by George A. Fuller 
Company, of New York. 

Globe Lighting Products, Inc., Brooklyn, N. Y., 
manufactured the fluorescent lighting equipment, includ- 
ing the luminous ceilings and the two-lamp troffer fix- 
tures in the inner office spaces. The incandescent down 
lights used in the ground floor lobby and in the ex- 
ecutive offices on the 11th floor and other locations were 
made by Gotham Lighting Corp., Long Island City, 
N. Y. “Wall-washer units to provide lighting on vertical 
surfaces in the three conference rooms and special light- 
ing equipment to illuminate the mosaics on the west wall 


of the ground floor lob‘v were furnished by Edison 
Price, Inc., New York. 


LIGHTING, July, 1960 


‘ 
| sat} 
Lup 
é 4 
; 4 
4 
i 
‘ 
4 
a4 
BS. 
4 
3 
4 


le 


Some Credits!!! 
Architects: Skidmore, Owings & Merrill 


Construction: George A. Fuller Co., 
N. Y. 


Consulting Electrical Engineers: 
Slocum & Fuller 


Electrical Contractors: 
Fischbach & Moore, Inc. 


Fluorescent Lighting Equipment (includ- 
ing luminous ceilings and two- 
lamp troffer fixtures) by Globe 
Lighting Products, Brooklyn, N. Y. 
Incandescent Downlights by 
Gotham Lighting Corp., L. |. City, 
N. Y. 


Wall-washer units for vertical 
surfaces by Edison Price, Inc., 
N. Y. 


A 


Reception area, on the eleventh (executive) floor is lighted by 
recessed hts. 


down lig 
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all The lobby on the ground floor not only serves as a ie and information center but space has been allocated 
on for specialized exhibits, timed with the festive seasons of the year. This area is 54 ft. wide, 95 ft. long and 14 ft. high. 
It is lighted by 269 recessed incandescent down lights. There are provisions for the placement of special spot lights. 
The west wall is covered with Venetian enamel mosaic which has special lighting. 
160 


Moving Day!!! Union Carbide 
Corporation is moving into its new 
home. Some 3000 of the corpora- 
tion's employees are now in occu- 
pancy. The total number will be 
4,500. Full occu- 
pancy of building is scheduled for 
late autumn. 
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New Union Carbide Guilding Peaturer.... 


Newcomer to Gotham's Skyline, 
the Union Carbide Building fea- 
tures unique ceiling system de- 
scribed on the next page. 
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Drawing showing plan and cross-sections of a typical fixture. 


In designing the new headquarters building for the 
Union Carbide Corporation, on Park Avenue, New 
York, the architects, Skidmore, Owings & Merrill, have 
developed a unique solution to the light-air-flexibility 
problem of large commercial buildings. The solution is 
an assembly of components and elements called “the 
ceiling system’. The building’s ceiling system is not the 
conventional luminous ceiling in which lamps are in- 
stalled in a cavity above a diffusing medium, but is, 
rather a continuous plane of contiguous fixtures. These 
fixtures are independently hung and are framed in place 
by a grid of cold-roll-formed stainless steel runners. 
The runners are in two sizes. The major, or “A” runner 
is ingeniously formed into a cavity shape which func- 
tions as a distributer of conditioned air. 

To the eye, the ceiling is a simple, glareless plane of 
light. The functions performed by the ceiling are five in 
number: The first, obviously, is to provide a top finish 
to the room. To the eye uplifted from the tasks of the 
day, the tangled mass of service paraphernalia which is 
hung from the slab above would present a dizzying dis- 
traction. The ceiling thus interpolates a soothing, simple 
pattern which conceals the complexity above. 

The second function is to provide a source of light— 
a smooth, almost unbroken indoor “heaven” diffusing a 
bright, but glareless glow over the desks and work tables 
below. The third is to disperse fresh, scrubbed, dustless, 
sootless warmed or cooled air to the area and to provide 
an exit for stale, smoky used air from the area. The 
fourth is to provide a top anchor for the specially de- 
signed partition used to define and subdivide areas 
throughout the building, in accordance with the needs 
and functions of the occupants. The fifth is to block 
sound from traveling through the ceiling cavity. 


Symposium on the Ceiling System 
At a symposium held in the Union Carbide Building, 
February 2, a panel consisting of executives from the 
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architects (Skidmore, Owings and Merrill), the consult- 
ing engineers (Syska & Hennessy) and others discussed 
the details of the new building’s ceiling system with a 
small group of architects, consulting engineers, builders 
and financiers who were invited to participate. 


It was pointed out that “Since Western man seems 
obliged to earn his bread between walls and under a 
ceiling, it has become the architect’s problem to light the 
indoor gloom and make the foul air fair. The architect 
has also to contend with the fretful tides of changing 
requirements in the subdivision of building space. 


“From many desks in a single, large room, changes 
in business and the methods of processing business data 
and documents may necessitate a shift to many rooms, 
each occupied by a single individual. Yet each individual’s 
office must be supplied with services such as light, heat, 
air conditioning, electricity. Or a group of small offices 
might, of necessity be combined init one large space, 
with a quite different demand for services. This shifting, 
dividing, coalescing and dividing again, happens all too 
frequently in a dynamic business which tailors and 
streamlines its organization with the changing flow of 
business. Making such changes in the ordinary office 
building inevitably generates chaos, breeds expense and 
devours time. Union Carbide Corporation determined to 
avoid, in so far as possible, the hectic confusion of 
demolition and construction which is commonly in- 
volved by changes in space requirements”. 


The efficient organization of the components of the 
ceiling system begins with the dimensions. The individual 
fixtures of the system are 2 ft., 6 in. by 5 ft. long. They 
readily fit into the predetermined module, which was 
set at 2 ft. 6 in. by 5 ft. for maximum flexibility. The 
reflectors are in white enamel. To achieve an even dis- 
tribution of light across the inner face of the diffuser, 
carefully studied angles were built into the reflectors. 
Frecise determination of these angles was necessary to 
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The individual reflectors act as 


sounds from traversing the cavity between the 
b and the plant of diffusers. 


View of ceiling without diffusers. 
keep 
floor sla 


sound traps to 


ensure that the reflected light augmented the light at the 
outer edges of the diffuser, which are farthest from the 
one-lamp 40-watt light source. 

The criteria for a well-lighted room for office work, 
was defined for this building as a minimum of 50 foot- 
candles maintained. This system with one rapid-start 
fluorescent lamp in each fixture uses only 4 watts per 
square foot, one third less than the 6 watts per square 
foot previously thought necessary to produce this level 
of illumination. 


Plastic Diffusers 


The vinyl luminous panels used in the ceiling fixtures 
are 29% in. by 58 in. and were especially vacuum- 
formed. Prior to the vacuum forming step, the sheets 
were laminated together from three individual sheets. 
The lamination consists of two layers of 0.015 in. “Bake- 
lite’ rigid vinyl sheet plus a layer of 0.001 in. Krene 
cast vinyl film on the inside, facing the light. The cast 
film layer absorbs ultra violet light that would be harm- 
ful to the rigid sheet layers and it has a smooth surface 
from which dust can be easily wiped off. The diffusers 
are provided with an aluminum frame and a polyurethane 
gasket seals the joint between the diffuser and the re- 
flector. 

As a result of the careful planning, there is great 
freedom for office rearrangements. All necessary parti- 
tion dismantling and erection can be done, literally over 
night. 


Easy Maintenance 


The ceiling system has been designed for easy access 
to the parts which are most vulnerable to wear and those 
which must undergo periodic cleaning. 

The Union Carbide Building contains more than 
800,000 sq. ft. of this ceiling system. Every 12.5 sq. ft. 
had to be filled with a light fixture and that fixture had 
to be fixed in proper place by the ceiling-runner-grid. 
The grid design takes advantage of the inherent qualities 
of type 430 stainless steel. 

This building will provide office space for approxi- 
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mately 5,000 people, including Union Carbide employees 
and tenants of leased areas. It stands on the block 
bounded by Madison and Park Ave., 47th and 48th Sts. 
It is the tallest building on Park Avenue, 707 ft. high. 
The 52-story section on the Park Avenue side is con- 
nected to a 12-story section on Madison Avenue. It is of 
ultra modern design of black and natural-finished stain- 
less steel in a plaza-like setting. 

The ceiling system of the Union Carbide Home Office 
Building was designed by the architects, Skidmore, 
Owings & Merrill, in collaboration with Syska & Hen- 
nessy, Inc., mechanical and electrical consultants and 
others. The lighting equipment was manufactured by the 
Frink Corporation, Brooklyn, New York. Hatzel & 
Buehler Inc., and J. Livingston (Co-ventures), were the 
electrical contractors. Heating and air conditioning are 
by Kerby Saunders, Inc., and Raisler Corporation. 
Moveable partitions are by the E. F. Hauserman Com- 
pany. George A. Fuller Company was the general con- 
tractor. 


In this view of the ceiling, all diffusers are in place. The inde- 
pendently hung light fixtures form a continuous plane of contiguous 
fixtures. The ceiling provides a minimum of 50 ft. candles at desk 
leve! with a power consumption of only 4 watts per square foot. 


Replacing the plastic diffuser after changing the lamps or ballast 
or after c'eaning is a simple task. In cleaning the plastic diffuser, 
the maintenance crew has no problem because smooth surfaces 
permit easy removal of dust. When washing is necessary, the dif- 
fusers may be rinsed in a detergent with no harm to the plastic. 
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, Entrance foyer to showrooms at Greene Brothers, Inc. Door to right leads to Williamsburg display 
7 and general offices. Antique Doré Bronze and cut crystal chandeliers. 


Greene Brothers, Inc. have opened their new show- 
rooms at 1059 Third Avenue, New York, with a hand- 
some display of crystal chandeliers and other fine decora- 
tive lighting fixtures. 

One of the reasons for the firm’s removal to their new 
second-floor location was the desire to be away from the 
street traffic; because they cater to the trade only. 

As one comes into the showrooms from the elevators, 
there is an impressive display of crystal chandeliers 
overhead, extending all across the ceilings. These fixtures 
include old pieces and some reproductions representing 
mainly Empire, Regency and 18th Century traditions. 
There are notable pieces of Doré bronze and a special 
display of old Williamsburg designs. An especially fine 
chandelier of old Waterford crystal is among the fea- 
tures of the showing. 

In the front part of the showrooms, looking out over 
the street, there is a large variety of bronze-and-crystal 


One section of the fine conference room at Greene Brothers, Inc. showing 


last old Waterford chandelier. chandeliers as well as all-bronze chandeliers, sconces and 
oe other types of fixtures. The firm handles also a variety of 
dif- tole lighting fixtures. 

istic. —Continued next page 
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Throughout the showrooms, the decor has been kept 
simple so as not to distract attention from the lighting 


fixtures displayed. 


A feature of these showrooms is the conference room 
in which customers’ requirements can be discussed com- 
fortably in surroundings that provide the right atmos- 
phere. The rich brown walnut of the panelling of the 
walls and the warmth and vibrancy of the ruby damask 
upholstery of the furniture of this room act as a foil to 
accent the sparkle of the crystal. 

Greene Brothers Inc. does much important work for 
hotels, clubs, restaurants and various semi-public, public 
and institutional buildings; as well as their extensive 
work for fine residences. 

The business was founded by Simon Greene about 45 
years ago and is now being conducted by his three sons, 
Robert, Norman and Harold. 

The firm held a press reception on May 24th to 
signalize the opening of their new show rooms and of- 
fices. It was attended by representatives of leading maga- 
zines, as well as by the newspapers. 


Small portion of showroom facing street. Showing some 
sales department desks. 


drd National Lighting Exposition and 
World Lighting Forum Announced 


To be held March 1961 


HE 3rd National Lighting Exposition and World 

Lighting Forum has been announced by Harold R. 
Meyer, President of the National Lighting Expositions 
for March 5-8th, 1961, at New York’s Coliseum. Keen 
interest is already being felt in the lighting industry with 
one third of the exhibition space already contracted 
prior to a formal announcement of the show to the 
manufacturers. The two previous lighting shows which 
were put on under the aegis of Mr. Meyer drew a record 
40,000 people to view the very latest in lighting, more 
people than had ever before been gathered in one central 
marketing place devoted exclusively to a cross-section of 
the lighting industry. 

The highly successful symposium feature of the two 
previous lighting shows which presented national ex- 
perts in a series of twelve panel discussions having to do 
with all phases of lighting will be carried one step fur- 
ther with the 3rd National Lighting Exposition. Plans 
are currently being formulated for a World Lighting 
Forum, in which America’s noted lighting experts as 
well as lighting experts from all over the world will 
present their latest findings in a language readily under- 
standable to all the buying influences in the United 
States. An Honorary Committee will plan the Forums 
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which will take place during the four days of the show 
as well as various educational exhibits and features 
generic to the lighting industry. These plans will be an- 
nounced shortly. 

Harold Meyer omitted the presentation of a National 
Lighting Exposition in 1960, primarily to afford manu- 
facturers. two years in which to develop new lines and 
merchandising of same. These new products will be dis- 
played for the first time at the 3rd National Lighting 
Exposition next March. All facets of the lighting indus- 
try will be represented on both a national and interna- 
tional scale, covering such diverse classifications as 
home, design, office, factory, theatre, highway, airports, 
institutions, recreation, etc. Attendance for both the 
Exposition itself and the World Lighting Forum as set 
in previous shows, is by invitation only and is open to 
everyone working in, with and for the lighting industry 
covering such broad fields as architects, interior decor- 
ators, designers, constructionists, distributors, specifiers, 
engineers, etc. The 3rd National Lighting Exposition 
and World Lighting Forum will again be sponsored by 
LLEMSA (Lighting, Lamps and Electrical Manufac- 
turers Salesmen’s Association, Inc.). 
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Fiberglas polarizing light panels, installed in the draft- service and training departments and a cafeteria. The 
ing rooms of the Georgia plant of Lockheed Aircraft panels give us flexibility of operation, enabling us to 
Corporation here about a year ago, helped reduce fatigue —_ place draftsmen in times of peak loads in areas of the 
of draftsmen working overtime to complete the design of plant other than drafting rooms with full assurance that 
the company’s 550-mph Jet Star utility transport in time lighting conditions will be satisfactory for the close 
deadlines, according to Lockheed- involv ed,” said Mr. Johnston. 
The noticeable reduction in both direct and reflected No tine been on the installed 
glare made possible by use of the Fiberglas panels was panels. The fixtures are equipped with 40-watt fluores- 
chiefly responsible for the resultant comfort enjoyed by °*™ lamps. a 
the draftsmen. The reduction in glare was accomplished Architect for the building was Aeck & Associates. 
despite the fact that the light level was increased from Electrical engineer was Walter H. West & Associates. 
65 to 150 foot candles, according to J. S. Johnston, Jr, Fixtures manufacturer was Day-Brite Lighting, Inc. 
plant electrical engineer. Fiberglass polarizing light panels, made of Fiberglas 
“We were so pleased with the new panels that we in- _—_ Flake and polyester resin, are manufactured by Owens- 
stalled them in other areas in the plant, such as our field © Corning Fiberglas Corporation. 
Fiberglas Polarizing Light Panels 
vad 
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Help Reduce Draftsmen’s Fatigue 
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r- Reduction of direct and reflected glare is important in the close work 
+s required of draftsmen. That's exactly what the draftsmen who work 
4 in this drafting room are enjoying. It's in the Marietta, Georgia plant 
on of Lockheed Aircraft Corporation, where new Fiberglas polarizing 
Dy light panels have been installed. They are manufactured by Owens- 
Corning Fiberglas Corporation. Architect for the building was Aeck 
ol & Associates. Electrical engineer: Walter H. West & Associates. 


Fixture manufacturer: Day-Brite Lighting, Inc. © 
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Home Workshop Needs 
Proper Wiring, Lightiné 


AS with the rest of a home, the electrical equipment in 

-% the home workshop will not operate as efficiently as 
possible if the wiring is not up to par. Many of the 
multi-purpose tools have variable speeds, and without 
proper electrical supply circuits the speed ranges mean 
nothing. Therefore, the tool may not be able to perform 
the job for which it has been designed ; in extreme cases, 
the motor may burn out. 

A permanently located home workshop should have 
its own branch circuit. This provides the shop with 
115/120 volt current for small-load power tools, such as 
the portable drill, saw, sander, jigsaw and router, as well 
as for the lights. If the shop has heavy equipment, such 
as a larger table saw, joiner, belt-sander, lathe or a multi- 
purpose power tool, a second circuit will be needed to 
supply 230/240 volt current. 

Generally, it will be more economical to install three- 
wire 120/240 volt circuits which may be run separately 
from the main service panel, or supplied from a feeder 
circuit at a distribution box to be located right within the 
shop. As an extra measure of safety it is a good idea to 
install a circuit breaker or a fuse switch ahead of dis- 
tribution box. This not only protects the main circuit 
panel from overloading, but provides one control point 
from which power for the whole shop can be turned off. 
When using this arrangement, lights should be on a dif- 
ferent circuit. 

Portable tools in a well-equipped shop are useful, but 
their use can be impaired seriously if there are not 
enough suitably located convenience outlets. By placing 
outlets around the perimeter of the shop, the tools can be 
taken on the job, the job need not be brought to the tools. 


Workshop Lighting 


Since by its very nature, the home workshop is tucked 
away into some isolated part of the house, such as the 
basement or garage, proper lighting must be designed. 
Existing lights cannot be depended upon. Here are some 
suggestions from one of the insurance companies : 

Put in a separate worklight for each permanently in- 
stalled piece of equipment. Centered over the workbench 
place a fluorescent fixture holding two 48-inch, 40-watt 
fluorescent tubes. 

150-watt lamps in a white reflector bowl suspended 
about four feet above the worktable will provide general 
illumination. 

At points where critical work is done — such as at 
circular saws, drill presses, jointers, etc.—higher levels 
of illumination are recommended. (Reflector type lights 
are good here.) 

Wire guards for work lights near moving machinery 
and combustible materials are also recommended. 
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These are some of the main points in home workshop 
wiring, lighting and equipment. The hobbyist, as he de- 
velops more interest and greater skill, also will develop 
his own ideas on what makes a good shop. Whatever it 
is, he will be working, living and enjoying himself better 
... electrically. 


Housepower Profits Clinic Supports Rapid 
Growth in Electric Living 


A new Housepower Profit Clinic has been launched by 
the Live Better Electrically Program of the Edison Elec- 
tric Institute. Designed to increase electrical sales by local 
contractors, the Clinic represents the outgrowth of the 
Housepower Forum begun three years ago. 

The Housepower Profit Clinic is a refresher course for 
electrical contractors who participated in earlier House- 
power Forums. The electrical contractor by enrolling re- 
ceives the latest training aids and assistance to meet the 
growing consumer demand for new electrical appliances in 
the home. He learns about latest topics not covered by 
earlier forums. 

Because of the ever increasing quantity of new and ex- 
citing electrical appliances for the home, electrical con- 
tractors feel that these clinics are vital to their future busi- 
ness growth. 

A spokesman for EEI stated that the Clinic does much 
more than just promote wiring. It gives the contractor 
product and sales data on load building appliances. The 
electrical contractor is therefore better qualified to under- 
stand the residential wiring needs of the modern Medallion 
home to satisfy the demands of the up-to-date homemaker 
for the new products that are to appear during the next 
ten years. The contractor is a specialist in high electrical 
standards established for the Gold Medallion Home, which 
is the hallmark of excellence in lighting, wiring, and use of 
electrical appliances in the home and more recently electric 
heating. 

Electric heating, which is beginning to sweep the coun- 
try, is a part of this picture, the spokesman added. Electric 
heating is the keystone to the Gold Medallion home being 
promoted by the electrical industry during the 60’s. The 
projected growth for Medallion Home in 1960 alone is 
100,000. Some 6,000,000 electrically heated homes are pre- 
dicted by 1970, according to the Institute, the trade or- 
ganization of investor-owned electric utilities across the 
country. 

The Profit Clinic consists of five packaged meetings, 
with an optional sixth session to suit local need and 
plans. There is an integrated kit of audio-visual aids that 
includes slidefilm, flipchart, and variety of printed material 
for distribution; a new step-by-step approach to selling 
electrical extras; selling up the new home market; and 
review of selling basic wiring. 

A highlight of the Profit Clinic will be an original manu- 
facturer-to-contractor sales aid, an exclusive kit of “sight 
sellers,” prepared by electrical manufacturers especially for 
the Program, to help contractors sell extra-profit spe- 
cialties, including load-building extras. 

Housepower Profit Clinic kits are available from your 
local electric utility. 
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230 Maintained Footcandles 
With Gratelite 


AYERS PRINTING COM- 

PANY, St. Louis 17, Missouri, is 
a recognized leader in quality print- 
ing. To maintain this leadership, they 
wanted the very best lighting possible 
in their new conference room and 
offices for proper appraisal and 
checking of printed material. 

Gratelite Louver Diffuser* overall 
electric ceilings, by the Edwin F. 
Guth Company, St. Louis, Missouri, 
were chosen for these major reasons : 

1. Gratelite with small 34” open 
plastic cubicles could provide the 
necessary high intensities, low bright- 
ness and proper diffusion qualities 
needed. Also, Gratelite afforded 45° 
x 45° shielding with greater lamp 
hiding abilities. 

2. With 230 F.C. maintained, there 
was a terrific heat build-up. The open 
cubicles of Gratelite easily permitted 


the correct quantity of cool air to 
filter through the open cubicles—even 
at such high levels of illumination. 

The entire lighting system is on 
dual circuits so intensities can be set 
at two levels—one for 115 main- 
tained F.C. for normal working con- 
ditions, and the other at 230 F.C. for 
close inspection of printed matter. 

The lighting strips mounted above 
the Gratelite panels are all 2 light, 40 
watt units on dual circuits. The 40 
watt 430 M.A. Strips were selected, 
rather than greater lumen output 
lamps, because of noise requirements. 
Sound levels had to be held to the 
absolute minimum. 

Proof of the pudding is always re- 
sults. “We are more than pleased 
with both its beauty as well as its 
outstanding lighting characteristics”, 
reports Mr. Herb Sayers, Jr. on 
Gratelite. 


Congratulations on a well engineered lighting performance to: 

Lighting Design and Layout: Paul Wiesler, Edwin F. Guth Co., St. Louis, Mo. 
Electrical Distributor: Butler Electric Co., St. Louis, Mo. 

Electrical Contractor: Gerstner Electric Service, Inc., St. Louis, Mo. 

Guth Representatives: Chassaing Lighting, Inc., St. Louis, Mo. 

*® U.S. Pat. No. 2,745,001, Can. Pat. #538,245 
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Eugene W. Commery, 
International Lighting Authority Dies 


Eugene W. Commery, internationally-known residential lighting authority, died 
in his sleep at 11:45 p.m. EDT in Allendale, South Carolina on May 25. He was 66. 

Commery, known throughout the world 
as an authority on home lighting, was 
formerly supervisor of residential light- 
ing for General Electric at Nela Park 
here. He had served more than 42 years 
with G.E.’s Lamp Division prior to his 
retirement, Oct. 1, 1958. 

Commery was born in Cleveland Sep- 
tember 28, 1893. He was graduated from 
Case Institute of Technology with a de- 
gree in electrical engineering in 1916. He 
joined General Electric after graduation. 

During his 42 years’ service with Gen- 
eral Electric and since his retirement, 
Commery had been prominent in national 
and international residential lighting. 

Few men have given more to the de- 
velopment and utilization of the beauty 
of modern light. 

Notable among home lighting designs 
developed by Commery was the crys- 
tallized “Celestial Room” exhibited at the San Francisco Museum of Art in 1956. 
He also designed lighting for the Ronald Reagan home in the Santa Monica 
Mountains overlooking Los Angeles. 

As a result of Commery’s study of the relationship between lighting and viewing 
television in the home, he became a national authority on lighting for television 
viewing. 

Mr. Commery authored a booklet, “See Your Home in a New Light” which 
has been General Electric’s most widely read publication ever produced for lay- 
men. More than 10-million copies have been distributed. 

Commery also was co-author of the popular book, “How To Decorate and 
Light Your Home,” published in 1955 by Coward-McCann, Inc. 

He was a fellow in the Illuminating Engineering Society and held many chair- 
manships in the group. In 1952 he was given the honor of addressing the annual 
technical meeting of the IES in Toulouse, France. He has consulted with leading 
lighting designers in France, Italy and Switzerland, as well as this country. 

Commery was a technical advisor to the Certified Lamp Manufacturers’ pro- 
gram to promote better floor and table lamps for the home; a representative on the 
United States National Committee of the International Commission on Illumina- 
tion; a leading figure in the formation of the national “Better-Light Better-Sight” 
Bureau; and a key developer of the lighting used at the New York World’s Fair 
Houses in the Town of Tomorrow. 

Commery was widely sought throughout his career as a speaker and advisor on 
the relationships of light and color to home livability, and to safety and production 
efficiencies in industry. 

He resided at 19201 Van Aiken, Shaker Heights, Ohio, until his retirement in 
1958 when he moved to Key Biscayne, Miami, Florida. 

There Commery remained highly active as a speaker and consultant in lighting. 
He was given honorary membership in the AID, American Institute of Decorators, 
and has played an active role in AID programs in Miami. He was a member of 
the board of directors of the regional AID. He was keenly interested in student 
activities of the AID in Miami, assisting in student design competitions. 

Since in Miami, Commery has appeared on many radio and television programs. 
He assisted in development of the “Design Derby” held in February in the area. 

Commery died suddenly while returning to Florida from attending an Ad- 
vanced Lighting Conference at Nela Park in Cleveland. 

He is survived by his wife, Harriet, (mee Ryder) who resides at 315 Harbor 
Drive, Key Biscayne, Miami 49, Florida. 

He is also survived by a daughter, Mrs. Marion Boyce and a grandchild, Thomas 
R. Boyce, who resides at 572 Sycamore Drive, Cleveland. 


Services were held Tuesday, May 31, at the Brown-Forward Funeral Home, 
Cleveland. 
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The reception room of the new $250,000 world-wide headquarters building of Atlas Van-Lines, Inc., Evansville, Ind., 


am win 


stresses tasteful simplicity. Low-hanging lighting fixtures, in: uding the transparent globe at left, and the wood paneling 

of the receptionist's office are the main decorative touches. The globe, which is lighted from the inside, revolves 24 hours 

a day and is a symbol of Atlas as an interstate and international carrier of household goods. The words "Atlas Van- 

Lines” appear in large letters on a bright metal band around the globe. The three pendants in the foreground add to 

the modern decor of the reception room which is in buff tones with accent colors of cocoa, orange and green supplied 

by the multi-color pendant shades, the planter and upholstered chairs. The three pendants and the lighting fixture within 
the Atlas revolving globe were designed by Moe Light. 


New 


Fine Lighting Throughout 


pore new $250,000 world-wide headquarters building 
of Atlas Van-Lines, Inc., in Evansville, Ind., can be 
“expanded like a balloon,” according to architect Ralph 
Robert Knapp, of the architectural firm of Hironimus- 
Knapp-Given Associates, Evansville. 

The one-story, steel frame, concrete block and brick 
building, Knapp explains, features walls which can be 
remodeled, reworked and removed without affecting the 
building’s structure. 

“This is possible because we built a steel frame ex- 
posed to the exterior and then abutted brick and block 
walls to the frame,” Knapp adds. 

The building, which houses administrative and gen- 
eral offices of Atlas Van-Lines, interstate and interna- 
tional mover of household goods, was dedicated in cere- 
monies held May 7. 
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“As a growing organization, our need was for a 
building that would be expanded as additional personnel 
and work space are needed,” said James C. Connell, 
general manager of Atlas. Founded only 12 years ago 
by 33 movers and warehousemen, Atlas now has more 
than 300 agents in the United States, including Alaska 
and Hawaii, in Puerto Rico and 12 foreign countries. 


Design Flexibility 

The exposed steel beams, ready-made for expansion, 
are the only visible evidence of the building’s complete 
flexibility of design. The steel framing, painted in dark 
colors that make it appear to hug the ground, becomes 
part of the architectural beauty of the structure. 

Another outstanding feature of the new Atlas head- 
quarters are the three full-length glass walls, one on the 
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east side of the building enclosing the general office and 
two on the front, south side, enclosing the reception 
area and conference room. 

The overall plan placed the administrative offices and 
reception room at the front of the building with the 
drivers’ lounge and storerooms in the rear. The general 
offices in the middle, occupy the largest area and the 
one where expansion will most likely take place first. 
The arrangement, plus the location of the building itself 
on the southwest side of a 2% acre site, allows for 
expansion of the general offices simply by removing 
the large, all-glass east wall and extending the floor and 
ceiling into the new space. 

The employees’ lounge, at the rear of the general 
office adjoining the east wall} is presently convenient 
to all departments and would remain in a central loca- 
tion upon expansion of the general office. Rest rooms 
behind the lounge would also be centrally located in an 
expanded office. 


Block & Brick Walls 


Mailing, machinery and storerooms occupy the rear 
east corner of the building. Block and brick walls on 
both the east and north sides of the storeroom would 
come out for expansion of this area, allowing the mail- 
ing and storerooms to move in either direction to pro- 
vide more general office space. 

Additional administrative office space also would be 
gained by expanding to the east. In this case, the out- 
side wall of the machine accounting office and a portion 
of the east wall of the reception area would be removed. 

In any expansion, Knapp says, the flow of work 
through the departments of the general office would 
remain the same without jeopardizing efficiency. 

Other departments, although in an expanded form, 
would retain their present relationship. General account- 
ing, accounts receivable and payroll departments are 
located on the east side of the general office. To the rear 
of this area is the file and documents section. Up front, 
the agency relations supervisor, from his office in the 
administrative section, faces the general accounting de- 
partment. 

Similarly, Knapp points out, “the drivers’ space and 
set-off area in the rear northwest corner of the Atlas 
building always would remain in their relative positions, 
accessible from the parking lot and ramp.” The set-off 


provides storage space for possible drop shipments of 
cargo by one van for pick up and delivery by another, 
an arrangement that may prove convenient to Atlas 
agents because of Evansville’s strategic location at the 
intersection of important north-south and east-west high- 
ways. 

Behind the conference room in the southwest corner 
is the office of the general manager. Both the conference 
room and Connell’s office are paneled in walnut and 
the floors are carpeted. 


Plastic Dome Skylights 


A number of the executive offices, because of their 
interior location, feature a plastic dome skylight to 
provide overhead natural lighting. Pastel shades with 
buff predominating, have been used to decorate all the 
offices. 

Lighting throughout the headquarters’ building is 
unique in that recessed fixtures can be varied in their 
position. Acoustical tile panels in the ceiling can be 
removed to permit installation of the fixture in place 
of any one of the surrounding ceiling panels. For this 
purpose, the size of the fixture housing and the panels 
are the same. Recessed fixtures by Guth. Other fixtures 
Prescolite, Electrical Distributor Mel-Kay Co. 

A feature of the reception room is a lighting fixture 
especially designed by the Moe Light division of Thomas 
Industries Inc., Louisville, Ky. This is a transparent 
globe, lighted from the inside and symbolic of the Atlas 
trade mark, which pictures an Atlas van with a world 
globe in the background. The Moe Light division, lead- 
ing manufacturer of residential lighting fixtures, also 
provided an Enchanté group of three low-hanging, 
multi-color pendants for the reception room. 

Construction of the new Atlas headquarters started 
last October following a five-year survey of possible 
locations for Atlas’ general offices, formerly in Chicago. 
Evansville was selected because of Indiana’s favorable 
tax climate, which includes reciprocal licensing agree- 
ments with many states, and because of the location of 
Evansville itself in the center of the United States from 
the standpoint of geography and population distribution. 
The location is expected to provide a substantial saving 
in the cost of Atlas long distance communications with 
its agents, a key factor in the coordinating of moving 
operations. 


Illustrated New Planning Book Shows How Good 
Architectural Design Means Good Business for 
Motels, Hotels, Restaurants and Bars 


How do motels, hotels, restaurants and bars capture and 
satisfy their demanding transient trade? Why do some places 
“get all the business” while others are only moderately successful 
or even failures? Why will some places attract many “repeaters” 
while others are visited once and then forgotten? 

The important relationship between good design and good 
business is graphically portrayed in a new book, MOTELS, 
HOTELS, RESTAURANTS AND BARS, 2nd edition, by 
the editors of Architectural Record, published today by F. W. 
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Dodge Corporation, New York. This up-to-date, detailed study 
presents positive answers to hundreds of vital design problems 
for the first time in one place. 


Throughout the book, the careful selection of significant 
projects guides the reader through an area where good design 
has an amazing bearing on success. The editors’ surveys of 
new ideas, new developments, and new case studies furnish 
essential information to architects, designers, builders, owners, 
managers—anyone planning to build, remodel, make additions, 
expand into a chain operation, or invest in this type of enterprise. 
MOTELS, HOTELS, RESTAURANTS AND BARS, 2nd edi- 
tion. 328 pages, 83% x 117%”. $9.75 by the editors of Architectural 
Record, over 700 photographs, plans, and diagrams. 
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KEY: 
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New Light Source for Color Work 
Duplicates “North Light’ 


For the first time in the history of artificial light, a constant, 
balanced approach to a duplicate of several types of “North 
light” has been achieved according to the manufacturer. Verilux, 
a unique product of Wheeler-Fullerton Lighting Division, Frank- 
lin Research and Development Corporation (Boston), is the re- 
sult of nearly a decade of research and experimentation by 
lighting engineers and color consultants. 

Verilux consists of eight specially designed and colored 40- 
watt fluorescent tubular lamps which combine spectral values, 
thereby producing several types of true North light. The cor- 
rectness of this light source has been verified by the most critical 
users: art restorers, art museums, printers, retouchers, engravers, 
lithographers and artists. 

Technically, Verilux artificial daylight ranges from cold, North 
light as from a clear sky to warm, North light as from an over- 
cast sky. These values are obtained by interchanging lamps in 
the yellow to red end of the spectrum. Color curves for several 
types of Verilux compared to two types of North light are shown 
in Chart 1, the unit’s light output in Chart 2. The latter values 
were obtained by measuring the output of a Verilux luminaire 
in a room having solid black walls and ceiling, and a dark grey 
floor. In a light-colored room, reflected light will provide addi- 
tional brightness. 

Masterpiece Restorers of New York City, repairers and re- 
touchers of paintings for the Kress Foundation and New York’s 
Metropolitan Museum of Art have installed Verilux units to 
permit their artists to work during the night. Because of the 
absolute correctness of color needed in the painstaking restora- 
tion of old masters, this firm is one of many who helped test 
Verilux in its early stages by actual usage. 

To understand the need for Verilux, one has only to view color 
under the three main sources of light: incandescent (ordinary 
light bulbs), fluorescent, and natural North light. Incandescent 
light has much the same effect on colors as bright sunlight—it 
distorts blues and greens by greying them. Fluorescent light, on 
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the other hand, has the opposite effect—it distorts colors in the 
yellow to red end of the spectrum. Of the three sources, only 
natural North light lets the eye see colors in their true values. 
Verilux, because it reproduces this light, will also show colors in 
their correct relationship to one another. 

One of the main advantages of the new light is that it permits 
broader use of highly skilled labor. In many printing plants and 
artists’ and designers’ studios, critical color work is seriously 
hampered on dark or cloudy day and almost impossible at night. 
With a Verilux unit, work may continue as long as necessary. 

Among the firms now utilizing Verilux are one of the nation’s 
leading art museums, which uses the unit for restoration work 
on priceless paintings; a top-circulation magazine for checking 
color proofs of advertisements; a leading New York City in- 
terior decorator to assure color matching of fabrics and paint 
samples for his exacting clientele; a printer of women’s magazines 
to adjust critical color tones in final press runs; a New York 
City photoengraver, to check for color separation values; and a 
lithographer, specializing in color work who uses Verilux to 
match proofs with original art. 

Overall dimensions of a single, standard Verilux unit are 
46% x 23% x 8% in. deep. The body of the fixture is 18 gage 
steel, welded for strength and rigidity. Beneath the eight lamps 
is a diffuser of either white, translucent Plexiglas, or a plastic 


 eggcrate louver. The unit draws 320 watts of 100-v, 60-cycle a-c 


current, and can be adapted to other voltages and cycles on re- 
quest. A smaller unit is also available on special order. 

As of April, 1960, Verilux will be available for immediate 
custom-engineered installation, to meet individual users’ require- 
ments. Unit cost, depending on application, will be approximately 
$200. Verilux units, in actual use, may be observed by contacting 
local Wheeler-Fullerton sales offices in New York City, Chicago 
or Boston, or by writing direct to Dept. C.W., Wheeler-Fullerton 
Lighting Division, Franklin Research and Development Corpor- 
ation, Boston, Mass. 
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The House of Light, one of West- 
chester’s better known lighting fix- 
ture showrooms located in Mamaro- 
neck, N.Y., announced that con- 
struction of their additional show- 
room is now almost completed. 

This expansion of an additional 
140,000 cubic feet is the House of 
Light’s 7th expansion in 10 years. 
A major distributor for Lightolier, 
Globe, Artolier and many others as 
well as imports and antiques, the 
House of Light has 10 branch light- 
ing fixture showrooms throughout 


the eastern seaboard. Their purchas- 
ing organization is known as North- 
eastern Wholesalers, Inc., at 801 E. 
Boston Post Road. 

Something that has always dis- 
tinguished the House of Light is its 
free professional consultation and 
decorating service to builders, archi- 
tects and home purchasers. The 
House of Light displays thousands 
of fixtures, all supported by a tre- 
mendous inventory of America’s best 
known brand names as well as some 


House of Light 
Again Expands 


of the unique specials available 
throughout the world, only by care- 
ful screening and endless travel. 

Mr. Wilfred R. Kahn, president, 
attributed this constant growth and 
expansion to the need among the 
building trades to bring modern 
lighting trends to modern living. 
Thirty-one prominent manufacturers 
in the lighting industry are cooper- 
ating with his organization to up- 
grade and dignify lighting needs in 
residential construction. 


LLEMSA 


Standing Left to Right: Nat Glasser, Lou Pollan, Bob Michaels, Ed. 


Felkoff, Fred Fleischer, Harry Lane, John Freeman, Al Seigel, Sid 
Fleischer. Seated Left to Right: ‘Myer Zucker, Mac Holzman, Sidney 
Klores, Julius Kropf, Hy Siegel, Robert Todd, Leonard Tross, Herman 
Weinstock. Not Shown: George Warmund, Irving Weintraub, Jack 
Goldberg, Charlie Lewis, Joe Pertofsky, Dave Taub, Harry Katz, 


Bert Berend. 


Standing Left to Right: Leonard Tross, Treasurer; Sidney Klores, 

Financial Secretary; Mac Holzman, Sergeant-at-Arms; Robert Todd, © 

Recording Secretary. Seated Left to Right: Julius Kropf, President; 
Hy Siegel, Vice President. 


LLEMSA'S Newly Elected Officers for 1960-61 


The Lighting, Lamp and Electrical Manufacturers 
Salesman Association elected their officers for the 
1960-61 term. This is the 20th year for LLEMSA’S 
elections. The membership roll of this organization reads 
like a ““Who’s Who” in lighting industry sales. The new 
officers include Julius Kropf as President; Hy Siegel, 
Vice President; Leonard Tross, Treasurer; Sidney 
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Klores, Financial Secretary; Robert Todd, Recording 
Secretary ; Mac Holzman, Sergeant-at-Arms. 

The forementioned officers plus nine trustees comprise 
the Board of Governors. 

LIGHTING magazine congratulates the new officers 
and wishes them the best of luck for the coming year. 
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CHICAGO HAS CONSIDERED improved street lighting important enough to spend 
a total of 155 million dollars since 1947 says Leslie Sorenson, deputy com- 
missioner of streets, 


SAN FRANCISCO SUMMER MARKET, July 24-29 expected to bring heaviest summer attendance 
in Western Merchandise Mart history. 


EVERY RELIABLE MEASUREMENT of the nation's economy points to a 5 to 7 1/2 percent increase 
in 1960 business over 1959. 


* %* 


BUILDING RESEARCH INSTITUTE Programs Committee meets Sept. 15, Washington, D.C. BRI fall 
conferences, Shoreham Hotel Washington, D.C. Nov. 15-17. 


* %* * 


GENERAL ELECTRIC COMPANY, biggest U.S. electric company employer has 166 plants in 134 
cities in 29 states. 


* %* * 


CERTIFIED BALLASTS NOW available for 96" 1.5 AMP lamps. Certification for ballasts to 
operate VHO, SHO and Power Groove 96" lamps has been awarded by Electrical Testing Lab- 
oratories of N.Y.C. 


* %* * 


INDUSTRY SALES OF yellow bug lights will probably run in the area of 11-12 million bulbs 
in 1960, according to James Forbes, manager residential sales for GE's large lamp dpt. 


* * * 


SIXTEEN-INCH (50-ton) EX=-BATTLESHIP gun was installed in GE lamp metals and components 
dpt., Dover, Ohio wire plant. It will help produce metals for space vehicles and light 
bulbs. 


* * 


PRESENT PER-CAPITA share of the nation's street-and-highway lighting bill runs between 
90 cents and $1.40 a year. An additional 340 million dollars a year—an average of less 
than $2.00 per person—would assure safety coded lighting for every mile of street in the 
nation plus adequate lighting for intersections, turn-offs, interchanges, underpasses 
and other danger spots on open highways. (Robert O'Brien, Reader's Digest) 


LIGHTING, July, 1960 


{33} 


* * 
7 
ent, 
and ; 
ern 
ing. 
up- 
; in 
_| 


NATIONAL HOTEL EXPOSITION to be held N.Y. Coliseum Nov. 14-17. The more than 826 booths 
are expected to fill completely the four huge display floors of the building. 


PHENOLIC, THE OLDEST of synthetic plastics is one of the liveliest as well. Sales topped 
the half billion pound mark in 1959. 23 percent increase over 1958 and more than double 
of ten years earlier. Expected is a 5 to 10 per cent sales increase in 1960 with steady 
climb throughout the sixties. (Union Carbide Plastics Div.) 


A NEW KITCHEN—planning slide presentation available from Edison Electric Institute, 
750 Third Ave., NeY. 17, N.Y. In addition to kitchen planning kit also covers HOUSE- 
POWER and discusses correct and dramatic kitchen lighting. 


INDUSTRIAL ADVERTISING PROVIDES American marketing executives with an immediate weapon 
to combat the challenge of low-cost foreign competition says Robert E. Lewis, president 
Sylvania Electric Prod. Inc. 


ELECTRIC POWER SURVEY of the Edison Electric Institute states that 42 million kilowatts 
of new capacity are scheduled for operation. More than 90 percent of this will be in- 
stalled by the end of 1965. 


RECORD HOUSES OF 1960, published by F. W. Dodge Corporation, feature "free flowing 
spaciousness." 


* %*« 


ABOUT 90% OF THE nation's shopping is done by women. Of their purchases about one third 
are made on impulse. 


PROFESSIONAL ENGINEER'S EXAMINATION Questions and Answers by Wm. S. LaLonde, Jr. Second 
edition, McGraw-Hill. Further information from McGraw-Hill Book Information, 527 W. 41 
St., N.Y. 56, N.Y. 


IT HAS BEEN ESTIMATED that approximately 6,000 new products are introduced in America 
annually. But only 8% of them (or some 500 products) are successful. 


CONVENTIONS (AN AMERICAN Tradition) are big business! At 17,000 conventions last year, 


9 million delegates spent big money for transportation, hotel accommodations, meals, 
etc. 
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Welcome Light 


Innovations, refinements and a lowered price structure for its 
entire line of revolving, four-color beacons—the Welcome Light— 
have been announced by the Trippe Manufacturing Co., 133 N. 
Jefferson St., Chicago 6. 


Successfully merchandised by its distributors and widely ac- 
cepted by the public for more than three years, the Welcome 
Light has undergone a major functional change: it now incor- 
porates a translucent, fluted light cylinder that holds each of its 
four lenses (red, amber, green and blue) in a side of its own 
color. Previously, the beams of light from the lenses of all 
revolving, multi-colored beacons—including Trippe’s—were re- 
stricted by the opaque metal cage encasing the light source. Now, 
Trippe’s Welcome Light provides brilliant, iridescent rays that 
are completely unobstructed, and each enhanced to its maximum 
attractiveness. 

The top four models in the line now come with gold-anodized 
aluminum finish, and the fifth in a handsome beige steel—further 
refinements of Trippe’s former eye-catching products. 

The 1960 Welcome Light is offered at a substantially lower unit 
cost than its 1959 predecessor. Where the suggested retail price 
for last year’s Model WL-1 was $29.95, the currently equivalent 
model can be sold today—profitably—for $19.95. An indoor model 
is designed to retail for only $14.95. This reduction in price 
schedule applies to the entire line. 


Trippe’s Welcome Light is available in styles to meet every | 


need, including hanging, standing or wall mounted. The light has 
already found extensive usage in homes, on patios and beside 
swimming pools, in retail show windows, and in countless other 
recreational and commercial establishments. 


G. E. Reduces Prices of Street Lighting 
and Traffic Signal Lamps 


The prices of 58 types of street lighting and ‘«raffic signal 
lamps are being reduced by the General Electric Company. 

Of 126 types, 58 are being decreased in list price—amounting 
to an average reduction of 8.5%. All types not affected by the 
reduction continue at the previous price. 

Affected are incandescent traffic signal, multiple street lighting 
and series street lighting lamps. 
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heat-resisting 


globes 


for your modern 
and contemporary lines 


No. 2393. 2392 Np. 


NEW TYPE HOLDER! 


Integral contour... no out- 
side screws. Developed espe- 
cially for machine-made 
glass in cooperation with 
Charles Richter Co., Mf. 
Vernon, N.Y. 


These decorator-styled globes are heat-resisting 
opal glass . . . produced by low-cost, uniform 
machine methods. Fit any standard holder. They 
are available for immediate shipment in any 
quantity. 

Profit now from the service, styling and econ- 
omy afforded you by Thatcher Glass. No delay 
. .. no premium for heat-resisting glass. 


Write for complete 
specifications and prices 


THATCHER GLASS MANUFACTURING CO., INC. JEANNETTE, PA. 
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Election of Officers to the American Institute 
of Decorators 


The following Officers and Governors were elected to the Na- 
tional Board of Governors of the American Institute of Dec- 
orators. 


Elected Officers 


President, J. H. Leroy Chambers, Baltimore, Maryland ; Chair- 
man of Board, Roy Folk Beal, Austin, Aexas; Vice-President, 
L. Raymond Toucher, New York, New York; Vice-President, 
J. Haygood Lasseter, Miami, Florida; Vice-President, Ernest 
Nereaux, Jr., New Iberia, Louisiana; Vice-President, Claude S. 
Brommage, Lincoln, Nebraska; Vice-President, John C. Murphy, 
Chicago, Illinois; Vice-President, A. Allen Dizik, Los Angeles, 
California; Secretary, Esther Laartz, Pittsburgh, Pennsylvania ; 
Treasurer, Mary E. Dunn, New York, New York; Assistant 
Secretary-Treasurer, Frances Larmer, Tulsa, Oklahoma. 


Elected Governors 


Mrs. Ella O. Millard, Bristol, R. I.; Rochette Buell, Nashville, 
Tenn.; J. H. Leroy Chambers, Baltimore, Md.; Frederick Ber- 
nard, Jr., Glendale, O.; Miss Ruth L. Strauss, New York, N. Y.; 
Milton Glaser, Richmond, Va.; Mrs. Edna Green, Phoenix, 
Ariz.; Thomas N. Putnam, Columbia, Mo.; Everett Brown, San 
Francisco, Cal.; Mrs. Dorothy H. Paul, Los Angeles, Cal. ; 
John M. Flickinger, Milwaukee, Wisc.; William Pahlmann, New 
York, N. Y.; J. Marshall Morin, Colorado Springs, Colo.; Roy 
Folk Beal, Austin, Tex.; Mrs. Elizabeth Shea Heenan, Dallas, 
Tex.; Mrs. Marion L. Heuer, Hubbard Woods, III. 

National Headquarters, 673 Fifth Avenue., New York 22, 
N. Y., MU 8-0237. 


NAED President, Vice Presidents Elected 


Mr. J. A. Meier, of Florida Electric Supply, Inc., Tampa, 
Florida, was clected President of the National Association of 
Electrical Distributors. He succeeds Mr. George W. Provost, 
Jr., President, Doubleday-Hill Electric Co., Pittsburgh, Pa. 

Mr. Meier ieaves his post as NAED Vice President—Southern 
Region to take over duties as President of the association for one 
year. He will also serve as a member of the Executive Com- 
mittee. 

Three Vice Presidents also were elected. They are: 

Mr. B. H. Boatner, President, Westinghouse Electric Supply 
Co., Pittsburgh, Pa., was re-elected as Vice President—Eastern 
Region. Mr. Boatner was first elected to this post in May, 1959. 

Mr. C. E. Butler, Jr., President, Butler Electric Co., Inc., St. 
Louis, Mo., was re-elected as Vice President—Central Region. 
Mr. Butler was first elected to this post in May, 1959. 

Mr. T. C. Treadway, Jr., President, Treadway Electric Co., 
Inc., Little Rock, Arkansas, was elected as Vice President— 
Southern Region, succeeding Mr. Meier. 

The fourth NAED Vice President, for the Western Region, is 
Mr. K. P. Rehwaldt, Manager, General Electric Supply Co., Los 
Angeles, Cal. 


L. J. Sever Wins Second Place in 
Regional Lighting Contest 


L. J. Sever, Senior Electrical Engineer and Associate, Albert 
Kahn Associated Architects and Engineers, won second place 
from among seven entrants in a Great Lakes Regional Lighting 
Contest in Cleveland, Ohio. Sponsored by eleven sectional chap- 
ters of the Illuminating Engineering Society, the contest was 
conducted to select the outstanding lighting projects designed by 
members of I.E.S., installation of which was completed in 1959. 
Participating in this regional competition was limited to winners 
of similar contests conducted in April by sections of the Illumi- 
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nating Engineering Society located throughout Michigan, Ohio, 
New York, and Kentucky. 

Contestants presented ten-minute talks, illustrated by colored 
slides, and choice of the winners was based solely on the con- 
testants’ treatment of their subject matter without regard to ex- 
cellence of presentation. The panel of judges included: Geo. 
Butler of the Rochester Gas and Electric Company, P. Maynard 
of Cleveland Consolidated Engineering, and J. Niedhart of the 
Miller Company, Meriden, Connecticut. 

Mr. Sever’s presentation described the lighting of the new 
National Bank of Detroit building, with emphasis on the main 
lobby, executive floors, general office areas, and the lounge, 
cafeteria, and auditorium on the staff floor. Objective of the de- 
sign throughout the bank building was to provide lighting of 
excellent quality and intensity to enhance architectural features 
and to insure optimum visual comfort. 

The bank building, gateway to Detroit’s new Civic Center, has 
an interesting exterior tapestry-like effect created by an offset 
pattern of windows, floor by floor, alternating with porcelain 
enamel and marble panels. 


H. L. Travis Heads NEMA Consumer Products Div. 


The first annual meeting of the newly organized Consumer 
Products Division of the National Electrical Manufacturers 
Association was held June 1, 2 and 3 at the Edgewater Beach 
Hotel, Chicago, Illinois. 

The new Division is one of eight formed this year in line with 
NEMA’s reorganization plan to streamline and strengthen the 
Association structure, Mr. Travis said. It is composed of product 
Sections whose member companies produce electric ranges, elec- 
tric water heaters, refrigerators, freezers, dishwashers, room 
air conditioners, housewares and electric fans. All of these 
groups will hold separate meetings in connection with the Divi- 
sion convention, with the exception of manufacturers of house- 
wares and fans who plan a joint session. 


Resigns NAHB Post 


Richard J. Canavan, Director of the Construction Department 
of the National Association of Home Builders, has resigned, to 
enter into private home building. 

Canavan, who has been with the more than 43,000-member trade 
association for six years, will join the newly-organized firm of 
Unibuilt Components Co., Omaha, Neb., as general manager. 
The firm is owned by Decker Enterprises, Inc., of Phoenix, 
Ariz. and Omaha. 

The new company will manufacture house parts, such as roof 
trusses, walls, kitchen cabinets, etc. 

Canavan has earned a national reputation as an authority on 
home design and construction. During six years with NAHB 
he worked in various fields of design and construction, business 
management, small builders’ problems, and building codes. He 
initiated many programs in these fields designed to achieve more 
efficient construction and a better product by the home builder. 

Before he joined NAHB, Canavan was district manager of 
the Insulux Division of the Owens-Illinois Glass Company. He 
also has held positions as technical director of ‘the Producers 
Council, Inc., Washington, D. C., and district manager for 
Ingersoll Steel-Borg Warner Corp. in Chicago and Atlanta. 


Elected to Lamp Industry Hall of Fame 


The election of F. Victor Christy to the Lamp Industry Hall of 
Fame was announced at the 27th annual dinner of the Philadel- 
ne Lamp & Shade Mfgrs. Assn. held at Green Valley Country 
Club. 

Mr. Christy, a Philadelphia resident, is President Emeritus of 
the Lamp & Shade Institute of America, past-president of the 
Philadelphia Lamp & Shade Assn. and honorary life member of 
the New York, Chicago, California and Philadelphia lamp asso- 
ciations. Philadelphia Lamp & Shade Association, 1532 Bankers 
Securities Bldg., Phila. 7, Pa. . (More on other pages) 
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Recessed Fixture Catalog 


The Moe Light division of Thomas Industries Inc., Louisville, 
Ky., leading manufacturer of residential, commercial and in- 
dustrial lighting fixtures, introduces its 1960 recessed lighting 
fixtures with a 36-page, color catalog covering a completely new 
line of residential and commercial units. 

Highlighting the new recessed line is a frame-within-a-frame 
design for vertical as well as horizontal square housings which 
eliminates light leaks and solves the problem of smudge marks 
and paint cracks on the ceiling. Features of this new housing 
are: push-latch for easy glass release and relamping and one-piece 
full-size interlocking aluminum refector with “Pol-Spec” or 
ALZAK finish. 

The new catalog offers installation instructions, light curves 
and coefficient tables, as well as detailed drawings of all recessed 
units, including square, rectangular, opal glass, round, adjustable 
beam, shower and aisle light types. 

For a copy of the Recessed Lighting catalog write Advertising 
Dept., Moe Light division, Thomas Industries Inc., Louisville, 


New Church Lighting Catalog 


NL Corporation (formerly Novelty Lighting) of Cleveland, 
Ohio, announces the publication of their new Church Lighting 
Catalog No. 74. This catalog is a basic reference for all archi- 
tects, interior designers, contractors and churches interested in 
selecting appropriate contemporary or traditional church lighting 
for new construction or relighting installations. 

NL’s new catalog groups the lighting fixtures by related archi- 
tectural styles for easy selection. Specifications on dimensions 
and wattage are clearly indicated. A complete page of full-color 
metal finishes and glass selections available is an integral part of 
the catalog. 

The new Catalog No. 74 is available on request from: NL 
Corporation, Dept. N-43, 2480 East 22nd Street, Cleveland 15, 
Ohio. 


GE Bulletin 


FLOODLIGHTING—Bulletin GEA-7201, ten pages, outlines 
value of floodlighting, application data and product information on 
full line of filament. mercury vapor and fluorescent units avail- 
able from General Electric. Photos show typical applications in 
recreation area, architectural and ornamental lighting, billboard 
illumination, loading platforms and industrial areas. Brief outline 
also discusses “How to get more light per dollar.”—General 
Electric Company, Schenectady 5, N. Y. 


New Progress Catalog 


Progress Manufacturing Co., Inc., announces the release of its 
new lighting fixture catalog, Number 105. 

Catalog Number 105 is notable for two main reasons: One, the 
product line itself—the catalog pages display a degree of variety 
and a breadth of selection that are unmatched. Among the inno- 
vations are three photo-electric light controls, four dimming con- 
trols, a series of shielded circlines and a collection of striking 
pendants fashioned of world-renowned Cordey china. This is in 
addition to the most complete range obtainable of pulldowns and 
pendants; bent glass of every sort; kitchen and bathroom light- 
ing; hall and foyer fixtures; Directo lights; circlines; fluores- 
cents, both surface and recessed; hi-hats, shower lights, recess 
boxes and adjustables; wall and ceiling lanterns; post lanterns 
and landscape lights. 

The second outstanding feature of this catalog lies in the 
artistry and clarity of its makeup. There are 60 pages, arrestingly 
illustrated, in full and profuse color. Descriptions are clear and 
informative. The Progress Number 105 Catalog is designed to be 
an interesting source of reference for decorators and provide a 
more excellent selection of lighting fixtures for the electrical 
contractor and home owner. 

Requests for courtesy copies of Catalog Number 105 should be 
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addressed 16 Progress Manufacturing Co, Inc, Castor Ave. & 
Tulip Street, Philadeiphia 34, Pa. 


Progress Offers Fully Illustrated 34 Page 
“Home Lighting Handbook’ 


Progress Manufacturing Co)-announces the publication of the 
“Home Lighting Handbook”, a 36 page handbook whose aim is 


to bring to the public the best mew home lichting ideas from the 
drawing boards of top ranking designers and architects, the inter- 


relationship between. today’s decor and modern lighting design. 

The. “Home Lighting Handbook” confirms the fact that home 
lighting, today; 1s.a skill that relies upon good design, a knowledge 
of furnishings and home planning. Its colorfully illustrated pages, 
its informative and readable text, bring te the reader literally 


_ scores of exciting: and advanced home lighting applications. 


Free-copies of the Progress “Home Lighting Handbook” may 


he obtained from Progress Manufacturing Co., Inc., Castor Ave. 
& Tulip St, Philadelphia 34, Pa. 


New Booklet: How G-E Lamp Pian Builds 
Sales. Profits for Electrical contractors 


new hooklet called “General Electric's Lamp Agency Plan 
Helps Build Your Sales and Profits” describes lamp business 
-henefits for-electrical contractors, dceording to Robert V. Corn- 
ig, acting matketing manager of G. E.'s Large Lamp Depart- 

The booklet includes tips on how: contractors can build the 
‘entire contratting business through selling lamps, as well as 
“specific data on the G-E Lamp Agency Plan; lighting mainte- 


mance and group relamping sales opportunities ; and the lighting 


market's growth potential for. electrical contractors. 
The booklets are available from local General Electric Large 


‘Lamp Department sales offices or by writing: General Electric 
Company, Department LAP-5, Nela Park, Cleveland 12, Ohio. 


: Motion Notion Clocks Cataloged 

As a supplement to its 1959-60 clock catalog, the Howard 
‘Miller Clock Compariy, Zeeland, Mich, has issued a. 4-page 
‘brochure on: the “Motion Notion” clocks designed by George 
Nelson. 

-» These clocks, which go by such intriguing names as “Ophelia’s 
Hair”, “Floating: Mine” and “Kaleidoscope”, comprise 17 designs, 
with a retail span between $25 and $85. All of the wall clocks 


are available either*with cord and plug or Howard Miller's ex- 


clusive Cronopak unit which mounts: in a standard outlet box— 


the clock is then plugged directly into the wal! unit, eliminating 
_ the cord. 


The Nelson-designed Howard Miller Clocks are available 
’ hrough Richard Morgenthau, Inc, New York City. 


New Lighting Folder by Meierjohan-Wengler 


~ Many new illustrations of Contempotary and Traditional Light- 
ing Fixtures are displayed in a-new folder issued by Meierjohan- 
Wengler, Metaleratismen for over One-Third of a Century. 
Included in thig folder are mariy new designs in Lighting Fix- 
ures and Lanterns, custom-fabricated in Bronze, Aluminum, 
Stainless Steel and Wrought Iron, for use in Churches, Public 
‘Buildings, Institutions, etc. 

Your new copy of the “LL” Supplemem (A-!-A File 31-F2) 
can be obtained without obligation by writing to Meierjohan- 
NVengléer, Metalcraftsemen, 1102 W. Ninth St., Cincinnati 3, Ohio. 


New Catalog 


The new Braun line of quality Brass Ornaments, consisting 
of 79 striking and original designs, is shown in a new 8 pg. 
catalog #66. 

Write or phone T. G Braun -Go, 7540 McCormick Blvd., 
kokie, Ill. (Phone ROgers Park 1-4600)--537 West 35th St. 
N.Y. 1, (Phone BRyant 9-8528.) 
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Tapered Lighting Standards 


A complete line of tapered steel lighting standards, mast arms 
and brackets for street, highway and commercial lighting in- 
stallations is now being produced by Valley Manufacturing 
Company, Valley, Nebraska. Specific products include lighting 
standards, mast arms, bracket arms, strain poles, stadium light- 
ing standards, hinged poles and signal support standards. The 
company will produce tapered poles in all standard sizes and to 
all state and municipal specifications. These will include tapered 
poles in steel of 3, 7 or 11 gauge. 

The company said that the tapered steel products will meet or 
exceed the highest standards of the industry. New manufacturing 
facilities include both metallurgical and physical testing as well 
as rigid process control standards. The company said that the 
decision to enter the tapered pole industry is the result of three 
factors: (1) The need for a midwestern manufacturer to serve 
the Great Plains and Rocky Mountain areas; (2) A tremendous 
amount of related experience as a precision fabricator of other 
tubular steel products including steel pipe from 6 to 16 inches; 
(3) The move is part of the company’s diversification program 
which started in 1954. 

Valley Manufacturing Company produces, in addition to 
tapered steel poles, prestressed concrete forms, steel pipe from 
6 to 16 inches, automated irrigation equipment, farm machinery 
and paper industry equipment. The company has just completed 
a half-million dollar expansion of tubular fabrication facilities 
including installation of the well-known Thermatool process of 
high frequency electric resistance welding. 

Full information, pricing and production schedules can be 
secured by writing Valley Manufacturing Co., Valley, Nebraska. 
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Original Jacob's Lantern 


The gracious charm of gaslight has invaded the electrical light- 
ing field with the Original Jacob’s Lantern. In several styles, 
both post and bracket mounted, the recent development of Jacob- 
sen Products, Inc., provides the soft glowing light character- 
istic of 1890 gaslight. A permanent electric mantle replaces the 
expensive gas mantle with a feeling of authenticity never before 
provided in electric illumination. 

Utility, too, has been incorporated into the Jacobs line with 
many models providing incandescent auxiliary floodlighting as 
well. A flip of the switch and gaslight is augmented by the flood- 
light, another flip and the electric mantle is on by itself. Thus 
the charm of subdued light and the utility of bright light is com- 
bined. 

A burgeoning market for gas lamps in the past few years has 
brought Jacobsen into the field to provide lower cost mstallation 
plus lower cost of operation .. . all electrically. Patterned pri- 
marily along classic lines, the ORIGINAL JACOB’S LAN- 
TERN may be used indoors and outdoors. Entranceways, drive- 
ways, patios and gardens are enhanced by the lantern’s soft 
glowing charm. Game rooms and swimming pools are ideal set- 
tings for the lantern as well. 


Models which provide both electric mantle and concealed 
auxiliary flood light are based on a three wire system. Old two 
wire systems, however, may be used by adding the Jacobs relay 
to the lanterns. 


FOR ADDITIONAL INFORMATION CONTACT 
John C. Warren, Sales Manager 
Jacobsen Products, Inc. 
341 Madison Avenue Room 806 
New York 17, New York 
Tel.: MUrray Hill 9-7588 
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A New Tester for Supro Lux for 
Testing Fluorescent Fixtures and 
Plastic Electric Signs 
For Use With High Output, 
Very High Output and 
Power Groove Fixtures 


The Lighting Industry has been in very 
great need of simpler and quicker methods 
for testing fluorescent fixtures, fluorescent 
installations and plastic electric signs. 

Supro Lux Manufacturing Co. of the 
Bronx, New York has been developing a 
special line of testers to do this very im- 


zhit- portant testing. This is the first time in 
jles, the history of the lighting Industry that 
sili, testers of this type have been manufac- 


tured. Supro Lux is now marketing the 


ter- first of this series of testers. 
the Handy Supro Lux Tester Type H is 
fore for use in testing High Output, Very High 
Output and Power Groove Fluorescent 
Fixtures. Type H Tester will indicate: 
with when the bulb lights up (with current on) 
r as ... that Ballast and Wiring are in good 
sod- working order—properly wired and Fila- 
“hus ment Circuit is wired correctly. When the 
Type H Tester bulb does not light up 
om~- (with current on) .. . it indicates: no 
electricity . . . (first check fuses then 
check wiring) . . . Ballast may be burned 
: out . . . Filament Circuit to Ballast may 
ition be broken . . . Filament Circuit to Ballast 
pri- may be improperly wired. 
AN- Supro Lux claims with this Type H 
vigie~ Tester in every maintenance and electrical 
soft tool box, there will be no more guess test- 


ing. A small compact unit that’s easy-to- 
set- use, (just plug into socket and test). It’s 
quick, safe, foolproof and will be a won- 
derful time saver in the plant, on the job 


caled and in the field. Type H will be on sale 

two for $1.50 retail . . . It is made with an 

relay amber plastic shell and standard recess 
base. 


In the near future other types of testers 
of a similar nature for other specific test- 
ing jobs will be ready for the lighting in- 
dustry. 

For further information write: Mr. 
Harry Weiss, Supro Lux Manufacturing 
Company, Inc. 406 East 16lst Street, 
Bronx 51, New York. Telephone: CYpress 
2-5628. 
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flexibility in glass 


Now... Beautiful 


Moonstone Diffusers 
by Automatic Machine 


Lancaster Moonstone diffusers produced by automatic machine 
provide: ¢ Controlled distribution of light—at lowest possible 
cost * Immediate delivery—in large or small quantities © Genuine 
Moonstone beauty and utility—not simulated * Highest uni- 
formity—for smart commercial or domestic interiors. Write today 
for prices. Lancaster Glass Corporation, Lancaster 8, Ohio. 


Member: 
AMERICAN HOME 
LIGHTING INSTITUTE 
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the foremost 
manufacturer of Quality 
Lighting Components 


Specialists in Designing 
Stamping 
Spinning 
Fabricating 
Finishing 
We at Sheldon are extending 
our facilities (the largest in the 
industry) to you, the manufac- 
turer. We understand and rec- 
ognize some of the problems 
you face. And as any progres- 
sive business we try to antici- 
pate your needs . . . one of 


those is the opportunity to see 
your ideas come to life. 


Our new policy is to take your 
drawing or blueprint and 
create an actual piece ... or to 
sit down and talk with you 
about a particular design you 
have in mind—or perhaps 
you’re interested in one of our 
designs. Whichever way — 
Sheldon will prepare one, two 
or ten pieces, depending on 
your needs. All this and more, 
Sheldon will gladly do. At 
Sheldon .. . “Selling Designs” 
of the finest quality are pro- 
duced at the most competitive 
prices. 


If you have a special job... 
try us and see. 


SHELDON 


METAL PRODUCTS CO., INC. 


18 Martine St.. Fall River, Mass. —Tel. OSborne 8-8358 
REPRESENTATIVES: 

In Pennsylvania— 

Sil-Glo Sales Co. Al Wasserman Richard Craven 

Jackson Heights Philadelphia Los Angeles 

IL 8-4574 WA 7-0637 Ri 9-9908 


in New York- in California— 
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Here, There & Everywhere 
About People, Places & Things 


by Charles Michalson 


New showrooms going up all over the 
country—a good sign 


Sam Cohen, Providence Electric Supply, 
has become a real politician. Big Fund 
Raiser for Democratic Candidate for 


Governor of Rhode Island. 
Charles Michalson 


Mrs. Rose Cohan, mother of Nat, Ben and 

Bernard, all connected with E. J. S. passed 
away in June at the age of 89. Mrs. Cohan is also survived by 
three other sons, a daughter and a number of grandchildren. 


John Rose, Henry Wolfers Co., Boston, has been in lighting 
business for 50 years. John started with the old McKenny- 
Waterbury Co. of Boston, and has only been with three firms 
all these years. 


United Electric Supply Co. of Boston had a fire on June 13th 
and looked like a total loss. They plan to rebuild at once. 


Artcraft Electric of Wilmington. Del., have had their share 
of illness, etc. Ben Steinberg, president had operation recently 
but now fully recovered. Steve French, fixture buyer was also 
laid up for a number of weeks and Charles Rosenberg who has 
been with firm some years, passed away in May. 


Murray Pertofsky, now managing new fixture showrooms of 
Sunset Electric Supply, Jamaica, L. I, N. Y., which opened 
on June 20th. Very beautiful showroom and one of the largest. 


New York Lamp Show, June 26th, drew a very large at- 
tendance as usual. 


Irving Kaufman—City Hall Hardware, pulled a coup on a 
department store in Providence a short time ago. Happened to 
be walking through store and noticed man hanging fixtures 
in showroom with price tags on them. Irving surmised they 
were getting ready to run a promotion for a Sunday ad. Need- 
less to say he ran an ad the same day and did a big job. 


Joseph Catalona, Arlington, Va. now in new spacious show- 
rooms. His son “Skeezix” former well known jockey is asso- 
ciated with his Dad. They have over 1500 outlets—had formal 
opening on May 20th. This firm has been in business 15 years. 
Jerry Arpe is general manager. 


Dave Wagner—formerly with Central Queens Electric Sup- 
ply, Jamaica, L. I. now with Lighting Associates of New York 
as buyer and manager of showroom. 


One of the most sumptuous lighting showrooms in this country 
or Canada was formerly opened in June by The Regent Electric 
Supply of Toronto. Had a catered lunch and dinner which was 
fit for a king or should I say Queen. The Naimer family can well 
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Here, There & Everywhere, Continued 


be proud of this accomplishment along with their many other 
successes. The above firm is a division of Union Electric Co. 


Why doesn’t somebody sell posts and post lanterns to the 
many suburban areas that are poorly lighted? Looks like a real 
virgin market. If the average home owner was approached he 
most likely would be receptive. 


Did you ever notice that “Geri” the Geringer girl keeps her 
back to this column? Come on Geri—turn around. 


Ben Cohan, father of Norman and Sam Cohan, E. J. S. proud 
grandparents again, Norman’s wife gave birth to a girl after 
having 2 sons. Can you blame Ben and Norman for walking 
in air. Speaking of Ben, in addition to being a grandpop, he is 
also an “Ichthyologist.” You all know what a grandpop is but 
ask him about the last. Hope I spelled it right. 


Another grand opening—Mersick Electric Supply Co., West 
Haven, Conn. Sy Shemitz Pres., had a three day celebration 
for opening their new showrooms, June 23, 24, and 25th. Place 
was jammed each day. Have done a nice job on showroom and 
I might add that food and liquids were of the best. Sy did 
a good job on showroom but caterers also did their job well. 
Many notables were present. 


Regret to inform you of the death of Samuel J. Gottesman— 
Royalite, Buffalo, New York on May 20th. Sam a veteran light- 
ing man for over 40 years was well known in the industry and 
has owned Royalite Co. since 1928. He had retired the first part 
of the year and business is being conducted by his son Lloyd. 


Read LIGHTING for all the news. 


Letter from Betty Perid—Akron, Ohio. She and her husband, 
Sig, “Berido, Ohio Fluorescent” left latter part of June for 
European trip and will visit many countries, will be gone for 
over five weeks. While away business will be looked after by 
their son, Allen, who is a student at Purdue where he is major- 
ing in electrical engineering. Incidentally Allen will be the third 
generation in the lighting field after he completes his college 
course. 


Thanks Miriam Lenny for your invitation. Will take you up 
sometime but please tell Max that I am a big eater. 


Louis B. Levine, founder and president of the Producto Elec- 
tric Corp. of New York, passed away on May 29th of a heart 
attack. Mr. Levine started in the electrical business as a 
counter-man and moving to Bridgeport in 1923 where he founded 
the Congress Electric Supply and also the Standard Electric 
Mfg. Co., a firm that made electrical fittings. In 1934 he moved 
back to New York where he formed the Producto Electric Corp. 
Mr. Levine was well known in the industry. He is survived by 
his wife Minerva who was active in his business, three daughters 
and a son, Arthur Levine who is general manager of Producto. 


Circle F Mfg. Co., Trenton, N. J. have recently come out 
with a Rotary snap-in switch their +1827. Ideal for pole lamps 
and saves a lot of wiring headaches. Write them for samples. 


Selma Weiss for past 26 years head bookkeeper and office man- 
ager of Yorkville Metal Products, passed away in June. 
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Geri, The Geringer Gal Sez... 
“| can’t imagine how Geringer makes 
fixtures like this—for such a modest price!” 


“For distinctive styling, quality construction and economical 
pricing—no one beats Geringer. This No. 777 four light 
Pull Down is available in Satin Brass or Satin Copper with 
three-way bottom turn switch, It retails for a modest $46.50. 
Value conscious dealers and customers know Geringer leads 
in lighting.” 


THE LINE DESIGNED WITH YOU IN MIND 


GERINGER & SONS MFG. CORP. 
Factory & Offices: Peekskill, New York 


ASK YOUR GERINGER REPRESENTATIVE 
YOUR SET OF GERINGER GALS 
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74-16 GRAND AVENUE, MASPETH ({N.Y.C 5, ALY 


New Section of World-Wide Engineering 
Society Formed in Vermont 


The Vermont Section of the American Institute of Electrical 
Engineers has been approved by the Board of Directors of the 
world-wide representative society of the electrical engineering 
profession, W. E. Scholz, chairman of the AIEE Sections Com- 
mittee, has announced. The new Section is the 115th in the 52,000 
member organization. Vermont was formerly,a subsection of the 
Pittsfield Section. The new unit was formally recognized April 
1. 

Officers of the Vermont Section are the same as the officers of 
the Vermont Sub Section: H. A. VanDine, Jr. of Burlington, 
chairman, and G. H. Howland, Rutland, secretary. 

The Vermont Section has some 50 members in the principal 
cities of the State. 


1.E.8. Awards 


First prize in the Residential Section of the Applied Lighting 
Competition held recently by the New York Section of the 
Illuminating Engineering Society was won by Miss Virginia 
Skinner, home lighting specialist at the Long Island Lighting 
Company. 

Second prize went to Mrs. Beverly Reitz, A.I.D., the first time 
that a decorator has received such an award. 

Mr. R. L. Smart of the Boston Edison Company, Vice Presi- 
dent of the Northeastern Region of I.E.S. presented the award. 

Both winners are members of the New York Residence Light- 
ing Forum, of the I.E.S. 


EE! Appointment 


Frank Kitzmiller, Jr. has been appointed to the new position 
of inter-industry coordinator for the Live Better Electrically 
Program of Edison Electric Institute. The Institute is the trade 
organization of investor-owned electric utilities. 

The appointment represents one more step in uniting utilities, 
manufacturers and trade allies in selling the concept of total 
electric living. All segments of the electrical and allied industries 
will be urged to incorporate Live Better Electrically’s “Flameless” 
theme and the slogan “You Live Better Electrically” in their ad- 
vertising and promotions. 

LBE promotions include electric heating and cooling, better 
lighting, Housepower, electric ranges, dryers and water heaters. 

The Medallion Home represents the combination of these elec- 
trical features and will continue to be the primary promotion of 
the Live Better Electrically Program. 

Kitzmiller’s experience includes service with Duquesne Light 
Co. in Pittsburgh, and 12 years with Edison Electric Institute. 
He has been a key figure in all of the LBE activities as the senior 
member of the LBE staff. 


International Trade Organization VP Dies 


Frederic Bazin Wipperman, 68, retired executive vice- 
president of the National Industrial Service Association, 
Inc., died Sunday May 22nd at St. Louis, Missouri. 

Mr. Wipperman became the first full-time executive 
vice-president of the international trade organization of 
electrical apparatus service firms in 1948 after serving 
NISA in a part-time capacity for five years. During his 
total service of 15 years, until his retirement in 1958, the 
membership of the association grew from 500 to more than 
1,500 companies. 

Mr. Wipperman received his electrical engineering de- 
gree at Cornell in 1913, worked for Ohio Invector Co., and 
Wagner Electric Corp., until World War I when he served 
overseas as a captain in the Army Corps of Engineers. 
He was a member of Alpha Chi Rho, Tau Beta Pi, Eta 
Kappa Nu, a past-chairman of the St. Louis Section of 
American Institute of Electrical Engineers, and past gen- 
eral chairman of the General Council of Civic Needs of the 
St. Louis Chamber of Commerce. 

He is survived by his widow, Mrs. Blanche Firth Wip- 
perman; a daughter, Mrs. John W. Mackie, of Pittsburg, 
Kansas; a son, Thomas F., of Louisville, Kentucky; a 
brother, W. W. Wipperman, of Summit, New Jersey; and 
five grandchildren. 
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Luminaire with Plastic Refractor for Rural, 
Suburban Lighting Available from General Electric 


A new luminaire with virtually unbreakable plastic refractor 
g rs nc Soule from General Electric for use in rural or sub- eh More and more of your 3 
“ The Acrylic-Suburban unit is constructed with a built-in ballast x best customérs are . 
wd for up to 250-watt mercury vapor lamps or without ballast for al specifying Howard Miller 
i] up to 6000-lumen filament lamps. ee bubble lamps for 
Unaffected by corrosive atmosphere, the industry’s first open is . P 
of acrylic refractor resists thermal shock and is interchangeable ‘ . important contract I: 
rs with glass refractors of similar design. BB pellets and rocks it jobs these days. ct 
’ will bounce off; .22 bullets will penetrate but not shatter the i A Howard Miller 3 
al refractor. Different refractor designs give Illuminating Engineer- 
ing Society Type II, Type II 4-way, and Type V light distribu- a franchise is a path to ‘ 
nce installed, the Acrylic-Suburban is virtually maintenance % : Pas aS 
free. Relamping is made easier by the open bottom of the re- oy electrical distributors. ie 
ng fractor. if you would like to 
he = mage ae type receptacle so they can be used at learn how to earn ; 
nia with the Genera ectric cadmium-sulphide photoelectric con- 
ng trol for automatic dusk-to-dawn lighting. profits 
The Acrylic-Suburban luminaire is designed for suburban ne ; with less inventory, 
me streets we homes, service stations, motels, roadside shopping ys less overhead and 
areas, rural homes and driveways, barnyards and work areas, aa : 
Si- plants and parking lots, school and church yards, and other ‘c less effort, write today. 
rd. area lighting applications. 4% 
ht- —- to Company design engineers, the unit is especially te Up HOWARD MILLER 
applicable for “Private Lighting,” —a growing utility and elec- ete 
tric cooperative practice of renting street lights to property S ray CLOCK COMPANY 
owners, va ZEELAND, MICHIGAN 
ally 
ade TR 17-1960 AIEE-FEMA-NEMA Standards 
= Publication for Arc Furnace Transformers 
otal This joint publication covers electrical characteristics and 
ries mechanical features of 3-phase, 60-cycle, 2-winding, mineral-oil- 
ess” immersed indoor transformers rated 250 to 35000 kva, inclusive, 
ad- high voltage 2400 to 34400 volts, inclusive, used for supplying 
electric power to direct arc ferrous-melting furnaces. (70c per F 
tter copy ). 
ers. 
lec- 
1 of 
New Better Homes & Gardens Book Presents 
ight 1,001 Decorating Ideas 
le A new book by the editors of Better Homes & Gardens is pet | tf 
designed for both amateur and experienced home decorators. ta ' 
The lavishly illustrated Better Homes & Gardens Decorating 
Ideas presents a new approach for decorating guides. The editors i 
= thoroughly analyze each of the 284 colorful photographs, and 1 j | i 
list the ideas in terms of adapting to individual home decorating p \ 4 ' ' 
1, Seventy-two decorators (37 of whom are A.I.D. members) and 
eight designers are credited for homes photographed in the book. i Pie’ 
re The book, 160 pages of authoritative suggestions for decorating, ee 
if furnishing, and remodeling, was written by authors of the best- 
g selling BH&G Decorating Books, and the yearly BH&G Home 
is Furnishings Ideas publication. These editors were awarded this 
ne year’s Dorothy Dawe award by the American Furniture Mart, 
= for excellence in home furnishings coverage. Jo Bull, Chicago 
home furnishings specialist, helped develop material for the new 
Decorating Ideas Book. 
ad Featured in the book are 1,001 ideas for decorating every 
ed room in the home, in practically every taste and budget. 
rs. Complete sections in the book cover such subjects as “What 
ta Goes with What; How to Use Color; Decorating Ideas for 
of Windows; How to Arrange Furniture; Decorating Ideas for 
n- Living Rooms; and many others. 
he In thirteen chapters are ideas for formal and informal 
French, English, Early American, Scandinavian and other 
ip- Traditional and Contemporary period tastes—furniture coor- 
rg, dinated with lighting suggestions, floor coverings, wall coverings, 
* accessories, dividers, and storage areas. 
— The book features an attractive laminated (Mercote) full-color 
cover, with a standard color wheel printed on the back of the 
— book. It is priced at $2.95. 
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Wakefield Appointments 


Daniel A. Schisler, who has been general 
sales manager of The Wakefield Company, 
lighting equipment manufacturers, Ver- 
milion, Ohio, was elected vice president- 
marketing; and Carl A. Schroeder, secre- 
tary and factory superintendent, was 
elected vice president-production. 

Schisler is a graduate of Miami Uni- 
versity, Oxford, Ohio, 1942, and before 
becoming general sales manager of Wake- 
field, represented the company for ten 
years in the Texas sales territory. 

Schroeder is a graduate of West Tech- 
nical High School, Cleveland, and received 
his B.S. degree in Mechanical Engineering 
from Case Institute of Technology in 1920. 
He is a member of the Cleveland Engineer- 
ing Society. 


New President 
McGraw-Edison Co. 


Alfred Bersted, a pioneer in small 
electrical household appliances, has been 
elected president of the McGraw-Edison 
Company, succeeding Max McGraw who 
has held the post for 60 years. 

Mr. McGraw becomes chairman of the 
newly formed executive committee, a 
seven-man group made up of himself, the 
president, executive vice-president, secre- 
tary, one operating division director and 
two non-operating directors of the com- 
pany which he founded in 1900. 

R. H. Giesecke, treasurer and assistant 
to the president, was elected executive vice 
president and treasurer. 

The other members of the executive 
committee are Bersted, Giesecke, Judson 
Large, A. B. Bussmann, president of the 
Bussmann manufacturing division, Royal 
Alworth and D, S. Elrod. The two non- 
operating directors will be replaced every 
six months. Charles Edison, son of famed 
Thomas Alva Edison who founded the 
Edison Industries divisions of McGraw- 
Edison, remains as chairman of the board 
of directors. 


Corning Representative 


Clarence W. Clarkson has been appointed 
lighting glassware sales representative for 
the Eastern Sales district of Corning Glass 
Works. 

Clarkson will work directly with archi- 
tects and engineers in the New York City 
area. His headquarters will be at Corning’s 
New York office, 717 Fifth Avenue. 

Corning manufactures a wide range of 

products for commercial, residential, and 
specialty lighting as well as refractors for 
street lighting. 
; Clarkson joined the firm in 1944 as a 
lighting engineer. He has served as a sales 
engineer in Chicago, IIl., and Corning, 
N. Y., and as a product specialist and ap- 
plications engineer for the company’s 
Lighting Sales Department. 

He is a graduate of the Armour Institute 
of Technology and holds a bachelor of 
science degree in electrical engineering. 
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Joins American Electric Power 
Service Corporation 


Frederick (Ted) Churchill, former 
manager of Edison Electric Institute’s 
national “Light for Living” program, has 
joined the American Electric Power 
Service Corporation in the newly created 
position of director of sales promotion. 

Mr. Churchill will work on the develop- 
ment of sales promotion activities with 
the Residential, Commercial and Industrial 
Sales Divisions of the Service Corpora- 
tion and the Commercial Departments of 
the six operating companies of the AEP 
System. 

At Edison Electric Institute Mr. 
Churchill worked for five years on in- 
dustry-wide coordinated campaigns includ- 
ing the “Live Better Electrically” program. 
Prior to his work with EEI, Mr. Chur- 
chill spent five years with the Central 
Vermont Public Service Corporation as 
executive assistant for merchandise sales, 
including advertising and public relations. 

A graduate of Boston University School 
of Business Administration, he received 
his BS degree in business administration 
in 1949, 


New Wolta President 


Mr. Jerome D. Wolfe, formerly Secre- 
tary, Treasurer of Wolta Electrical Prod- 
ucts Corp., 115 MacQuesten Parkway, 
South, Mt. Vernon, N. Y. is now presi- 
dent, having acquired the interest formerly 
held by Mr. S. J. Watsley and now owns 
all of the stock of this corporation. 

The present officers of this corporation 
are the following: Mr. Jerome D. Wolfe, 
President; Mr. Alan J. Wolfe, Vice Presi- 
dent; Mr. Eugene J. Burke, Secretary; 
Mrs. Mary A. Richtar, Treasurer. 

Wolta Electrical Products Corp. “Light- 
ing Division” are manufacturers of popular 
priced residential lighting fixtures. Their 
“Hardware Division” offers component 
parts to lamp and lighting manufacturers 
and to electrical and hardware wholesalers 
throughout the country. 


GE Appointment 


Raymond H. Rogers has been recently 
appointed manager of marketing for the 
General Electric Company’s Specialty 
Transformer Department, Fort Wayne, In- 
diana. 

Mr. Rogers succeeds Joseph P. Coughlin 
who has been named one of two regional 
managers in General Electric’s recently an- 
nounced Components Sales Operation. 

After he was graduated from Purdue 
University in 1946, with a B.S. degree in 
electrical engineering, Mr. Rogers joined 
the company’s engineering test program. 
He received program assignments at Fort 
Wayne, Indiana, and Syracuse and Sche- 
nectady, New York. 

Mr. Rogers joined the Specialty Trans- 
former Department in 1947, as a design 
engineer, and was later named to positions 
as a proposition engineer and as an applica- 
tion engineer. In 1950, he was assigned to 


the company’s Philadelphia sales office as 
specialty transformer product specialist 
and specialty sales engineer. 

Mr. Rogers returned to the Specialty 
Transformer Department in 1956, as man- 
ager of original equipment manufacturer 
sales, a position he has held until his recent 
appointment as manager of marketing. 


To Represent Dynaray Emergency 
Lighting Equipment 


The Charles D. White Company, 450 
Western Avenue, Boston, Massachusetts, 
has been appointed to represent the entire 
line of -Dynaray Emergency Lighting 
Equipment. The Charles D. White Com- 
pany will represent Dynaray throughout 
the New England States, with the excep- 
tion of Connecticut. Principals of the firm 
are Charles D. White, Sr. and Charles D. 
White, Jr. 

The Dynaray line of emergency lighting 
equipment includes completely automatic 
units equipped with heavy-duty sealed and 
vented nickel-cadmium batteries, as well as 
central emergency lighting systems and a 
complete line of remote lamp assemblies 
and accessories. Dynaray equipment is 
manufactured by the Dynaray Division of 
Electro Powerpacs, Inc., a subsidiary of 
Hydra-Power Corporation. Other products 
of the firm include electronic flash equip- 
ment for the photographic field, display 
lighting equipment, thermomagnetic start- 
ers and industrial electronic transformers. 

The Charles D. White Company is a well 
known and well respected firm in the 
New England area. It has been in business 
for over thirty years, and handles a variety 
of electrical products. 


Appointed Manager of 
istributor Sales 


E. H. Gallet was appointed Manager of 
Distributor Sales for Advance Trans- 
former Company. Mr. Gallet joined Ad- 
vance in 1955 as Manager of Marketing 
Services. 

Since joining Advance Transformer Co., 
he has been instrumental in bringing the 
lighting industry the fluorescent lamp 
ballast service-stocking distributor pro- 
gram; individually packaged fluorescent 
lamp ballasts and many other innovations 
that have helped distributors increase their 
sales in the important fluorescent lamp 
ballast replacement market. 

As Manager of Distributor Sales, Mr. 
Gallet will continue to operate out of the 
Advance main plant and company offices at 
2950 N. Western Ave., Chicago 18, III. 


Named Sales Manager 


George Arras, Vice President of 
Quadrangle Manufacturing Co. 32 S. 
Peoria St., Chicago 7, Ill. has announced 
the appointment of Ray Gallaher as Sales 
Manager. Mr. Gallaher has been secretary 
of Quadrangle for ten years and associated 
with the company since 1938. 

Quadrangle manufactures a complete line 
of R.L.M. Incandescent Reflectors, Flood- 
lighting and industrial lighting equipment. 
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for their GREATER HOLDING POWER 


SMOOTHER ACTION! 


Ward presents: 8 models to choose from, versatile assem- 
blies, Beautiful permanent finishes, positive operation, 
economy for the end-user. If it has a WING BUTTON, 
it's co WARD SWIVEL. 


Write for NEW Brochure and Price List 
6439 San Fernando Road, Glendale, Calif. 


New Light Fixture Mounting Frame Solves 
Installation Problems in Suspended Ceilings 
The Belmar Lighting Company, Garnerville, New York, has 
announced that it is now producing the new Fenco mounting 
frame specifically designed for suspended ceilings, for recessed or 
surface mounted lighting fixtures and/or sound control equip- 
ment. The mounting frame is suitable with any type suspended 
ceiling and all rail spacing. 


OE 


It offers complete interior lighting design flexibility since the 
frame can be located in any desired position and used with any 
desired fixture. It eliminates the need for improvised light-hang- 
ing devices and drastically cuts installation time—no tools re- 
quired. Simply snap mounting frame on ceiling rail. Slide inner 
frame to desired location and lock in place. Frame is ready to 
receive fixture. 

For complete information, call Belmar Lighting Company, 
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Garnerville, New York, HA 9-5751. In New York City, LO 
2-6819. 


Use Related Fixtures to Give Continuity 


1.2343 


Chandelier, ceiling and wall fixtures in same light, airy, grace- 
ful style. Each has delicate polished brass base and ceramic 
glass diffuser lightly flecked with an interesting design. 

In the traditional pattern, these fixtures make a wonderful 
package for dining room chandelier with individual units on wall 
or ceiling, over buffet or serving board. Harmonious decor can 
be effected by using the individual fixtures in entrance hall. . . 
with chandelier in dining area. Virden Lighting, division of John 
C. Virden Company, 5209 Euclid Avenue, Cleveland 3, Ohio. 


Politics is very much like taxes—everybody is against them, 
or everybody is for them as long as they don't apply to him. 
Fiorello T, LaGuardia 
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LEADING MANUFACTURERS 
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To be sure you get these exclusive PALNUT 


Acorn Type 


Wing Type 


ASSEMBLY ADVANTAGES 


© Accurate hex forms — clean, 
— corners —ver- 
sides for easier wrenching 
and faster assembly. 
© Precision thread-fits to turn on 
freely and eliminate assembly 
rejects. 


spring locking action 
throu poor scientifically - con- 
heat-treating. 
© Durable plating and finishing. 
e Low cost, due to volume 
production. 


e Vibration-proof assemblies that 
stay tight in service. 


It took 35 years’ continuous improvement to bring you 
today’s PALNUT Lock Nuts and Fasteners. Their quality 
is safeguarded by dozens of checks, gaugings and inspections 
at each step of production, plus final performance-testing. 
Write for Free Samples, stating style, size and application. 
THE PALNUT COMPANY, 71 Gien Road, Mountainside, N. J. 


DIVISION OF UNITED-CARR FASTENER CORPORATION 


American Standards Publication 


The uniformity and electrical characteristics for specific rapid- 
start fluorescent lamps are covered in three American Standards 
which have been approved and published by the American Stand- 
ards Association. Two are revisions and a third is new. 

American Standard C78.701-1959 sets down the dimensional 
and electrical characteristics of 72-inch (800-and 1000-Milliam- 
pere) T-12 Rapid-Start Fluorescent Lamp. This standard is a 
revision and consolidation of American Standards C78.701-1956 
and (C78.703-1958 (2nd Ed.). 

American Standard C78.702-1959 covers the same character- 
istics of 96-inch (800 Milliampere) T-12 Rapid-Start Fluorescent 
Lamp. This is a revision of American Standard C78.702-1958 
(2nd Ed.). 

The new American Standard C78.707-1959 similarly treats 
96-inch (1.5-Ampere) T-12 and PG-17 Rapid-Start Fluorescent 
Lamps. 

All three standards are divided into four categories: lamp 
designation ; dimensional charactristics ; operating characteristics ; 
starting requirements. 

American Standards C78.701-1959, C78.702-1959, and C78.- 
707-1959 are now available, each at 35 cents a copy, from the 
American Standards Association, Dept. PR142, 10 East 40th 
Street, New York 16, N. Y. 


Burnell Publishes Wall Chart 
Guide to Toroidal Inductors 


A unique and comprehensive ready-reference wall chart on 
toroidal and variable inductors has been published for design 
engineers by Burnell & Co.,; Inc., of Pelham Manor, N. Y., a 
major independent manufacturer of filter networks and related 
units. 

“This is the first time that a dozen pages of catalogue informa- 
tion have been laid out on a single sheet for easy, at-a-glance 
reading,” Leo Schwartz, Burnell’s vice president for sales said. 

The handsome, three-color chart measures 24” x 36” and has 
metal edging top and bottom to insure its hanging flat against a 
wall. Twenty graphs provide Q versus frequency curves for sev- 
eral ranges of voltage or inductance. More than half of these 
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curves are not published in ordinary sources, according to Mr. 
Schwartz. 

Also shown is a table of the electrical characteristics and 
physical dimensions of 25 typical toroidal inductors with diagrams 
and sizes of a number of commonly-used hermetic and epoxy- 
potted metal cases. Similar information is supplied for a range 
of variable inductors. 

A copy of the Burnell ready-reference wall chart may be ob- 
tained by writing on company letterhead to Mr. Leo Schwartz, 
Vice President, Sales, Burnell & Co., Inc., 10 Pelham Parkway, 
Pelham Manor, New York. 


Redwood Lantern Posts Shown in New Catalog 


M-J Products’ latest catalog No. 77 just off the press, shows 
some standard models, as well as the latest designs in Decorative 
Redwood Lamp Posts. 

Here is a completely new idea in Redwood Lamp Posts. A 
One Piece Center Drilled post instead of the usual two piece 
glued-up type. Write M-J Products, 3709 West Jefferson Blvd., 
Los Angeles, 16, California. 


New Brochure 


A new illustrated brochure from Prescolite Manufacturing 
Corporation, Berkeley, California. 

The 4-foot units are open at top and bottom, thus illuminate 
both wall and ceiling areas. The units may be used singly or in 
multiples. Prescolite supplies hardware for end-to-end mounting 
with each unit. 

U. L. approved, the fluorescent fixtures may be installed perma- 
nently to an outlet box or plugged into a convenience outlet. 

Diffusers are furnished in a variety of finishes. Translucent 
Fabriglas diffusers have embedded textures such as grass cloth, 
rattan and white linen. Oyster white is standard through green 
and brown baked enamels are also available. 

Models are either single or double tube. Single tube units come 
with a choice of high or low power factor ballasts; double tube 
fixtures have high power factor ballasts. 

(Cat. No. FL-1), write Prescoline Manufacturing Corporation, 
2229 Fourth Street, Berkeley, California. 
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RLM Publishes Twin 99 Answer Guide for Buyers 
of Industrial Lighting 


An answer guide to RLM-labeled industrial lighting equip- 
ment has just been published for use of buyers, specifiers and 
sellers by the RLM Standards Institute. The pamphlet is de- 
signed to answer the most popularly asked questions concerning 
the RLM, label and the RLM program. The six-page answer 
guide reviews the many factors related to proper selection of 
quality lighting equipment. Complimentary copies are available to 
all interested in industrial lighting equipment and may be ob- 
tained from the RLM Standards Institute, 326 W. Madison 
Street, Chicago, Illinois. 


New Steber Condensed Catalog 


A new, convenient 28-page Condensed Catalog—including net 
Trade prices—has just been released by the Steber Manufacturing 
Company (Division of The Pyle-National Company). 

The new book contains illustrations and essential data on the 
complete Steber line of lighting equipment, including the follow- 
ing new products: 

(a) High Bay fixtures with new “Lectric-Lok” safety electrical 
disconnect. 

(b) A new line of Standard (RLM) and shallow dome reflectors 
with “Lectri-Lok” safety electrical disconnect. 

(c) All-aluminum Vaportite Industrial Lighting fixtures, with or 
without porcelain reflectors and/or cast aluminum guards. 
No tools required to relamp and clean. 

(d) Recently announced “Series 5000” rear-lamped aluminum 
floodlights for sports and industrial application. 

Copies of this new publication—Catalog No. CTC-4—available 
upon request to Steber Manufacturing Company, 2700 Roosevelt 
Road, Broadview, Illinois. 


Steber Garden Lights Meet New Electrical Code 


Al Steber portable Floralites and Florafloods are now 
equipped with three-conductor cord sets and adapters to comply 
with new National Electrical Code requirements. 

This important improvement in construction and several New 
Floralites are illustrated and described in Steber’s New Garden 
Lighting Bulletin No. 135-60 which is now available. Also in- 
cluded are cast aluminum components for a complete under- 
ground wiring system for garden, landscape and play area light- 
ing. 

Write Steber Manufacturing Company, 2700 W. Roosevelt 
Rd., Broadview, Illinois, for Bulletin No. 135-60. 


Major Introduces "Biggest" Lighting 
Catalog at Special Sales Seminar 


The Major Equipment Company of Chicago announced the 
publication of their largest, most complete, most informative 
catalog on lighting equipment. 

The new catalog was formally introduced and passed out at 
a special sales seminar of Major district representatives, light- 
ing engineers and lighting salesmen at Weller Convention Hall, 
Niles, Illinois. 

The three day seminar for Major representatives and person- 
nel, was headed by Ross Major, Chairman. Some of the speakers 
at the Seminar were Herman Lazerson, President of Solarlight 
Mfg. Co., who talked about the outlook for the lighting industry 
in general in the 60s; Robert H. Merrill, Indianapolis stage 
specialist, who covered the Evolution of the Theatre; Franklin 
Gill, President of the Northwest Theatre Associates, on Spotlight 
Effects. 

The new catalog plus the advertising plans and schedule for 
the coming year was presented to the group by Harry Deck, 
President of Deck-Kuehn & Associates. Write Deck-Kuehn & 
Associates, 75 East Wacker Drive, Chicago 1, Ill. the Advertis- 
ing Agency for Major Equipment Company. 


SG 6-1960 Power Switching Equipment 


Information concerning the rating, performance, testing and 
application of the following types of power switching equip- 
ment is given in SG 6-1960: air and interrupter switches, bus 
supports, accessories, and outdoor stations. The terms used are 
defined, and instructions are given for the installation, operation 
and care of equipment. ($3.00 per copy). 
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DUALITE No. 44-G 
U.S. Pat. No. 2,665,870 


The Last Word In 
Modern Lighting! 


DUALIT 


Combination Lighting 


The last word in exacting lighting, featur- 
ing Acme’s advance-design reflector with 
both fluorescent and incandescent lamps. 
Ventilating louvers in the double-wall re- 
flector hood supply effective air cooling. 
Uses the full power of both light sources 
to give better, more useful illumination 
with a most uniform light distribution 
curve. 3-way switch permits fluorescent or 
incandescent lamps to be used individually 
or in combination. 


OVER 30 
FAST 
SELLING 
MODELS 


READY FOR 
IMMEDIATE 
DELIVERY 


DUALITE No. 88 7 

With Flexible Gooseneck WRITE 
FOR NEW 
CATALOG 


ACME LITE PRODUCTS CO., INC. 
Congers, New York 
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Another Hit by Marplex! 
800 Series 


SLAT CYLINDERS 


Created to stir the imagination of progressive 
designers... the 800 Series SLAT CYLINDER lends 
itself to a wide range of applications and un- 
limited combinations of color, pattern and size. 
For use on lamps and lighting fixtures, the 
cylinder can be obtained as an assembled unit or 
in component parts. Slats can be arranged in 
different shapes according to the designer's ideas! 
Select your color combination from the leading 
manufacturer of fiber glass components for the 
lamp and lighting industry. 


8” Dia. x 18” 


MARPLEX 


5” Dia. x 9” 


Slats available 
in solid colors 
as well as in 


decorative overlays. 


348 Washington St., El Segundo, Calif. 


Represented by: Weingart & Lustig, Los Angeles 11, California 
William A. Hawkins, Cleveland 13, Ohio 
Kirshenbaum & Sherman, Brooklyn 22, New York 


Schulte Plastic Sales & Equipment Co., Coral Gables, Florida 
Richard J. Sanders, Chicago 10, Iinois 
Manrique Gonzales, Havana, Cuba 


Pioneer Honored 


Dr. Albert W. Hull, formerly assistant director of the General 
Electric Research Laboratory, was honored on his eightieth 
birthday. Dr, Hull has been credited with the invention of more 
types of electron tubes than any other man. He is internationally 
known for his great pioneering contributions to the electronic 
industry. 

At a luncheon in his honor, Dr. Hull was presented with a 
memorial album commemorating some of the high points of his 
career. Dr. Guy Suits, vice president and director of research, 
made the presentation. 

Dr. Hull has been with the Research Laboratory since 1914, 
first as a physicist, then from 1928 until his retirement in 1949 
as assistant director, and, since retirement, as a consultant. His 
work with electron tubes forms the basis for much of modern 
electronics. 

One of Dr. Hull’s inventions is the magnetron tube, originally 
developed in 1921, which was the forerunner of power tubes used 
in radar systems during World War II. He also is the inventor 
of the screen-grid tube, which made possible modern radio and 
television receivers. Perhaps the most important of his tubes is 
the thyratron, used for automatic control of many industrial 
processes. 

In addition to his work with electron tubes, Dr. Hull has made 
many contributions to the fundamentals of physical science. He 
was a pioneer in crystal studies using x-rays, and developed a 
new method of x-ray crystal analysis in 1916. The technique, 
which was independently discovered in Europe, is still one of the 
principal tools used in crystal studies. 

During World War I he originated the use of Rochelle salt 
crystals in devices for underwater detection of submarines. 
Similar methods were used in World War II. 

Many honors have come to Dr. Hull during his long scientific 
career. He is a past president of the American Physical Society 
and a member of the National Academy of Sciences. He has 
received several honorary degrees, including a D. Sc. from his 
alma mater, Yale University. Other awards include the Potts 
Medal from the Franklin Institute for his work on crystal 
analysis and the Liebman prize of the Institute of Radio En- 
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gineers for his work on vacuum tubes. His scores of scientific 
papers and more than 90 patents form one of the most important 
bodies of work contributed by any individual to the development 
of the electronics industry. 


Hamilton Hotel Under New Ownership 


Solomon E. Harrison and David Zaransky announce the ac- 
quisition from Samuel Leeds, of the Hamilton Hotel, 20 South 
Dearborn Street at Madison Street in Chicago’s Loop for an 
undisclosed amount. 

Hotel Hamilton is one of Chicago’s most conveniently located 
hotels—steps from world-famous State Street, all shopping, the 
theaters, and is in the heart of the downtown business and en- 
tertainment district. 

Messrs. Harrison and Zaransky presently operate in Chicago 
the following hotels: Harrison, Harrison and Wabash; Plaza, 
North Avenue at Clark Street; Scuthmoor, Stony Island at 67th 
Street. The 16-story, 300 room Hamilton Hotel, combined with 
the Harrison Hotel can now offer the public 800 downtown guest 
rooms as well as meeting rooms and ballrooms at sensible prices. 
Although the Hamilton Hotel has recently undergone a redecorat- 
ing program, it was announced that an additional $250,000 will be 
spent to completely remodel and redecorate all public rooms. 
Personnel of the newly acquired hotel will remain the same. 

Mr. Robert L. Klick, Sales Manager of the Hamilton Hotel, 
has been named General Sales Manager of all the hotels. Mr. 
Joseph Teitelbaum represented the buyer. Mr. Alexander T. 
Spare represented the seller. Mr. Milton Wohl of Morris R. 
DeWoskin Company is sole broker. 


Promote Your Product 
Promote Your Industry 
Advertise in LIGHTING 
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designed... 


Lighting | Fixtures 
created by ~ 


lime 


Territories 


Available... 


timely lighting products co., inc. 


4501 Perkins Avenue, Cleveland 3, Ohio 


WHEN IN CLEVELAND—VISIT OUR NEW FACTORY SHOWROOM 


New Faries Floating Fluorescent Light Announced 
by Fostoria Corporation 


A new perfectly balanced, friction free floating fluorescent 
light that adjusts smoothly and quickly at the touch of a finger 
has been announced by Fostoria Corporation, manufacturers of 
the well-known Faries lamps. The new Faries light, which is 
ideal for drafting boards or wherever glare free adjustable light- 
ing is desired, positions instantly and stays put without loosening 
or tightening of a single connection. Arm and shade of the new 
fluorescent light both rotate a full 360° without twisting cord. 
An exclusive louvered shade provides ventilation and soft dif- 
fused upward lighting which avoids eyestrain when eyes are 
turned away from illuminated working area. Dirt and dust 2re 
vented upwards through the louvered shade, increasing fluores- 
cent tube efficiency up to 30 per cent. Since no white metal or 
other easily broken castings are used in the light, it is extremely 
rugged. Fixture can be counted on any vertical, horizontal, or 
sloping surface by means of a universal mounting clamp and 
leveling thumb screw. A simple accessory bracket adapts the 
universal base for wall or drafting board mounting. The new 
Faries light accommodates two T8 15 watt 18 inch fluorescent 
tubes (not included) and is available in choice of two handsome 
finishes, bronze or gray, for either regular or 95% power factor. 
For more information, write Fostoria Corporation, 1200 N. 
Main Street, Dept. 64, Fostoria, Ohio. 
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General Electric Establishes Two New Ballast 
Service Center Networks 


Two new separate service center networks—one for outdoor 
fluorescent ballasts, the other for plastic sign fluorescent units— 
are being established by General Electric’s Ballast Department, 
Danville, Illinois. 

The new service center program will be in effect in July, 1960, 
according to R. J. McIntyre, the department’s manager of outdoor 
and distributor sales. “This plan to separate our service centers 
according to principal markets is a first in the industry,” Mr. 
McIntyre pointed out. “This expands the successful indoor 
service center program which was originated by General Electric 
several years ago. We believe our new plan is the next step in 
providing complete customer service.” 

For outdoor-type ballasts, a representative number of distribu- 
tors will be established as service centers by General Electric to 
adequately cover all major trading areas. 

A network of sign supply distributors, stategically located 
throughout the United States, will serve the replacement market 
for plastic sign-type ballasts. 


Bench Work Made Bright with “The Craftsman" 


Designed for assembly line and bench work, the new Crafts- 
man is an economical and versatile lamp with complete on-the- 
spot adaptability. 

A choice of two stems—a directional arm with a 24” reach 
featuring adjustment knobs for perfect tension, or an all direc- 
tion goose-neck stem with a 15” arm reach—guarantee any choice 
of positioning. 

The Craftsman uses an economical 75 watt incandescent bulb, 
and a specially designed shade, ventilated for coolness, provides 
direct bright light. 

Choice of colors and permanent base, clamps, or wall bracket 
are additional features. 

For free literature on these and their complete line of lamps 
for industrial and professional uses, write to Swing-O-Lite, 13 
Moonachie Road, Hackensack, N. J. 


{49} 


Ray 
fic 
int 
ic- 
ith 
an 
ed a 
the 
4 
Za, 
ith 
est 
es. 
at- 
ns. 
tel, 


2 light 
SURFACE 


FOR 2-20W OR 2-40W 


This slim, trim, beauty-baked white enamel with 
smooth polystyrene diffuser follows today's 
demands for clean uncluttered lines . . . shallow 
design (less than 3!/,"" deep) makes it ideal for 
so many installations. 


5697 Rising Sun Avenue 
Philadelphia 20, Pa. 


> 


LIGHTING FIXTURES 


Ras for Churches, Hospi- 
tals, Public Build- 


ings, etc. No order 


too large, none too 
small. We will be 
glad to quote on 
your requirements. 


GENUINE BRONZE 
WROUGHT IRON 

STAINLESS STEEL, 
ALUMINUM 


LANTERNS & ORNAMENTAL 


WRITE ON YOUR LETTERHEAD FOR ILLUSTRATED CATALOG 


MEIERJOHAN-WENGLER 
AW bets 


1102 W. 9th St. CINCINNATI 3, OHIO- 


Holophane Enters Residential Lighting Field 
Brings 60 Years of Exacting Commercial 
Know-How to the Home 


Holophane Company, Inc., New York, N. Y. announces its 
entry into the residential lighting field, bringing with it the 
benefits of more than 60 years of exacting commercial lighting 
experience. 

In entering the home lighting field, the Company has custom 
engineered a brand new series of lights, including three models 
of a “post-top” unit for illuminating walks, drives, patios, 
gardens, etc., a two-lens multi-purpose light for indoor use; 
and several versions of a prismatic “drum type” unit for porches, 
breezeways, carports, etc. Each is specifically engineered for its 
particular function and, through prismatic control, actually multi- 
plies light emitted from the bare bulb. 

In entering this new field, Holophane is introducing engineered 
lighting to the home in the same manner that engineered central 
heating, engineered kitchens, engineered bathrooms, engineered 
laundries, etc., were introduced after being proven in industry. 

It is the Company’s contention that recent remarkable advances 
in scientific lighting are in use everywhere except in the home— 
in schools, offices, stores, etc.—and that home owners have had to 
be content with a miscellany of “styled” fixtures with only style to 
commend them. Some require lamps not stocked by local dealers, 
so any lamp goes in, spoiling the expensive effect. When a glass 
part breaks in cleaning, the owner finds he has last year’s model, 
no longer made, and no longer available. Also, according to 
Holophane, the average home owner pays from two to three 
times as much per foot candle as local stores or schools, and gets 
from one-tenth to one-thirtieth as much light. 

Recognizing the need for engineered lighting in the home, 
Holophane, after several years of creative research, has success- 
fully combined the scientific principle of prismatic light control 
with simple elegant forms that perfectly express modern decor. 
This combination of function and style is embodied in the new 
series of home luminaires now available. 


Micro Optical Pyrometer 
Micro Optical Pyrometer is a Partial Radiation Pyrometer 
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operating on disappearing filament principle and provided with 
an optical magnification. It is intended to measure the temperature 
of small and minute objects having a temperature of 650°C and 
up (or 1200°F). Mounted on a special tripod it can be moved 
with millimeter precision in every direction, so that perfect aim- 
ing can be achieved. The instrument is powered by 4 built-in 
batteries and can be supplied either as double or triple range in- 
strument for maximum temperature of 5000°C (10,000°F). 
Seven supplementary lenses are available for magnification of up 
to 125 times and for distances from infinity to 144”. The lamp is 
easily exchangeable and replacement lamps can be supplied with- 
out requiring recalibration. 

Reading Indicator is a fine precision instrument which can be 
calibrated either in °F or °C. 

The instrument is ideal for metal filament lamps, furnaces 
with small and inaccessible sight hole, metalographic assays, 
micro-analysis, technique of refractory and ceramics, pyrotech- 
nical measurements and general laboratory practice. E PI C, Inc., 
150 Nassau Street, New York 38, N. Y. Att. Mr. Peter Letica, 
Sole Distributor. 


Midwest Subsidiary Announced by Voltarc Tubes, 
Inc.—Firm to Offer Complete Lamp and Fixture Line 


Voltare Tubes, manufacturer of fluorescent .cold cathode 
lamps, has announced the establishment of a subsidiary, Voltarc 
Illinois Products, Inc., 1105 West Lawrence Avenue, Chicago, 
Ill. 

According to Miles Pennybacker, president of Voltarc Tubes, 
the new subsidiary is equipped to handle all types of custom 
built and standard cold cathode fluorescent lighting installations. 
This includes architectural lighting with curved or straight lamps, 
plastic ceiling lighting, standard straight lamps, and fixtures for 
offices and stores. 

The Voltarc cold cathode lamp is known for its long life, free- 
dom from glare, low current consumption, and freedom from 
radio frequency interference. The interference-free feature of 
these lamps and fixtures is particularly important to schools, 
laboratories, industries and defense installations that utilize elec- 
tronic equipment. 
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Three New Brochures 


Prescolite Manufacturing Corporation, Berkeley, California, 
has completed three new brochures entitled “Exit and Aisle 
Lights,” “Opal Luminaires,” and “Opal Drum Lights.” 

UL approved exit lights described in the first brochure are made 
with “Dielux” diecast construction. Surface fixtures have die- 
cast frames and housings while ceiling, end and pendant mount 
units have diecast mounting bases. Exit lights can be either in- 
candescent or fluorescent and are furnished with unbreakable 
fiberglas lens panels. 

Recessed aisle lights, also described in the brochure, come with 
hinged and screw type frames and are furnished with diffused 
glass behind louvers. 

The Opal Luminaires brochure describes both pendant and 
spin-up type contemporary fixtures. Pendant units employ patented 
hang-straight canopies designed for use on straight or slanted 
ceilings. Recessed spin-up fixtures introduce a new method of 
mounting glass—without pans, frames or visible mountings. 

The hand blown opal globes come in satellite, spheroid and 
sphere designs. Opal sphere post lights, designed for outdoor 
use, have a special weather-proof gasket and are base tapped for 
one-inch pipe mounting. 

The third brochure, “Opal Drum Lights,” describes, in detail, 
round and square opal drum lights in the Prescolite line. Hand 
blown Thermopal Glass is hinged to a “Dielux” diecast aluminum 
pan. Round drum lights may be installed on either ceilings or 
walls. Square drum lights feature easy relamping. 

All three of the four-page, in color, brochures may be obtained 
by writing Prescolite Manufacturing Corporation, 2229 Fourth 
Street, Berkeley, California. 


Plastics Publication 


An easy-to-read guide to insulating resins and their uses has 
been issued by the Marblette Corp., a leading supplier of plastics 
since 1929. 

The new “Maraset Electrical Resins Selector” features 
Marblette’s recently developed “E” series of epoxy formulations 
for potting, impregnating, dipping, and coating electrical and 
electronic parts, products, and assemblies. Under separate clas- 
sifications appear rigid and flexible resins, thixotropic pastes, 
varnishes, and the new Marafoam polyurethane foam-in-place 
materials. 

The illustrated guide is sized to fit conveniently into plant or 
office files. In addition, it is designed so that its whole center sec- 
tion can be opened out for attaching to a wall or bulletin board 
to provide at-a-glance reference to all the resin systems included. 

For each resin system, such information is given as physical, 
mechanical, thermal and electrical properties; type and pro- 
portion of hardener and the curing method employed; pot life; 
characteristics and uses. The details are arranged in tabular 
columns, for quick comparison of such features as temperature 
class and range, dielectric and impact strengths, viscosity, density, 
and shrinkage. 

The publication is intended as a broad overall introduction to 
resins available to the electrical and electronic industries, prior 
to obtaining technical bulletins, production assistance, and work- 
ing samples of individual resins for specific applications. Copies 
of the “Maraset Electrical Resins Selector” can be had by 
directing requests to the Marblette Corp., 37-31 Thirtieth St., 
Long Island City 1, N. Y. 


L and S Issues New Catalog 


’ L and S. Lighting Fixture Company announces that they 
have recently moved to new and larger facilities. Their new 
address is 115 Venice Blvd., Los Angeles 15, California. 

Since 1948, L and S has been known for their solid brass 
lanterns and colonial fixtures. Mr. Samuel Schwarz, owner 
of the company, states that the new catalog features many new 
fixtures. Included is a complete line of garden lighting. The 
new line is available in four finishes including a verdi green that 
blends with the foliage. 

For a copy of the new catalog, write to L and S Lighting 
Fixture Company, 115 Venice Blvd., Los Angeles 15, Calif. 
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First in | 
Engineering 


Efficiency 


for church 
lighting 


EYE-EASY ENGINEERS were: 


© FIRST to use reflector lamps for 
down lighting 

© FIRST with louvered bottoms for 
highest maintained efficiency at 
lowest maintenance cost 

© FIRST in multiple circuiting for 
flexible lighting to suit various 
functions 
Request modern or traditional 

catalog on your letterhead 


more PROFITS for YOU 
when you deal with CRESCENT 


Check this foundry for your cast brass parts. Over 
50 years of specialized service to the lighting fixture 
and lamp trade. Send for this 48-page catalog. 
Shows parts available from stock. Will also manu- 
facture parts to YOUR specification. 


From Foundry to Manufacturer 


CRESCENT BRASS MFG. CORP. 
Seventh, Spruce & Bingaman Sts. 
Reading, Pennsylvania 
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HOW AR D 


STAY AHEAD OF YOUR COMPETITORS WITH 
HOWARD'S NEW DESIGNS 


R — BULLET 


= 


Top | 
Height 9" 


Opening 75" 
\ HR 995 
RIBBED HOUR GLASS 
\ Top and bottom 
opening 75," 
Height 13" 
= 


DR 916 RIBBED SHADE 
Top 5" 


Height 9" Height 4" 
Opening 65%" Bottom Diameter 16" 


Samples and Catalogue upon request 
Howard Metal Products Co., Inc. 
92-26 180th St. Jamaica 32, N. Y. OLympia 7-8500 


Colorful New Moe Catalog 


“Visions of Beauty—Fashions in Light” describes the scores 
of new interior and exterior lighting fixtures for the home, from 
lawn lanterns to dramatic new pendants, featured in “Inspiration 
Lighting,” the just-released 66-page lighting fixture catalog and 
idea guide for the use of builders, contractors, architects and 
consumers. 

From Moe Light division of Thomas Industries Inc., the cata- 
log’s dozens of full color photographs and illustrations depict the 
latest approaches in decorating the modern home with light. 

The room-by-room guide to functional and decorative home 
I'ghting is based on Moe Light’s five principles of Certified 
Inspiration Lighting—impression, comfort, convenience, safety 
and protection—and features the entire 1960 Moe Line. 

A home’s features, furnishings and lighting should be thought 
of as a well-integrated whole planned for overall effect, the 
catalog states, describing two basic fixture types: those intended 
for general room illumination, and functional or accent models to 
highlight special features and appointments. 

Variety and adaptability keynote the 1960 Moe Light line, with 
some two dozen ceiling pulldown models offered in modern, con- 
temporary, traditional or colonial stylings. These popular reel-type 
fixtures are ideal for multi-purpose use in any room in the home, 
providing both diffused and concentrated light as needed. 

Pendants, too, are becoming increasingly popular, and Moe 
Light has them either in clusters of three (in five stylings with 
cord, brass or opal glass shades) or in seven individual models. 
Three separate Moe Light Spreader Kits make possible groupings 
of identical or mixed levels and fixture types. 

For dining rooms and entrance halls, seven new styles of 
traditional chandeliers are offered in 1960 along with four match- 
ing wall bracket fixtures. 

Ten varieties of modern chandeliers include such types as the 
“Astralite,” a star-burst fixture using 16 10-watt lamps, and 
another modern design which features an opal glass sleeve en- 
cased in a swirl brass cage. 

Accent fixtures from Moe Light feature a wide variety of 
models intended for use throughout the home. Among them is 
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a combination pole-table-pulldown, eight types of recessed fixtures, 
three other pole models and 17 wall-mounted cone and bullet 
lights. 

For the hall or entryway, some 20 models of wall and ceiling- 
hung fixtures are introduced. These range from traditional chain- 
hung designs to more modern hourglass and cone patterns. In- 
cluded are two contemporary designs in the Cordette line, which 
features identical whirl cord shade styling in pendants, pulldowns, 
pole lights and other matching products. 

30 new decorated glass fixtures, intended for close-to-ceiling 
mounting and overall room illumination, are also being presented. 
Available in a wide range of shapes, sizes and stylings, these 
bent glass fixtures blend or contrast with any decorator motif. 

Other close-to-ceiling fixtures by Moe Light include 23 decora- 
tive models intended for smaller rooms, and 21 kitchen and 
utility types, plus additional special purpose fixtures such as a 
new under-kitchen-cabinet design. 

Fluorescent fixtures, in strip, circular or multiple mountings ; 
bathroom incondescent and fluorescent models; and four mirror- 
faced steel bathroom cabinets are described in the booklet. 


M-165 Catalog reference: page 2. Lighting fixtures: Moe Light, 
division of Thomas Industries Inc. Recessed equipment (M-5696/M- 
96-1): Satin brass trim and baffle. Wall brackets (M-762): Pinpoint 
perforations, Polished brass finish. Pole light (M-1403), table 
(M-1405): Walnut arm suspends textured plastic shade with bent 
glass diffuser over walnut finished Formica top table. Polished brass 
with black trim. Table—walnut Formica top with satin brass trim. 
Pulldown (M-1529-1): White ceramic glass diffuser. Polished brass 
finish. Furniture: Tomlinson, Inc., High Point, N. C. Rug: Cabin 
Crafts, Inc., Dalton, Ga. Photography: Alderman Studios. 


For dramatic lighting throughout the home, Moe Light presents 
eight basic styles of recessed fixtures, with or without visible 
trim, in a wide range of finishes, sizes and shapes from recessed 
concentrated spots to large, square-faced general lighting fixtures. 

Outdoors, “Inspiration Lighting” fixtures add convenience, 
safety and protection and provide a showplace setting for home 
and grounds. 

Six varieties of outdoor lawn lantern posts are led by Moe’s 
new “Light Command” unit which automatically’ turns light on 
at sundown and off at sunrise. Matching post lanterns are offered 
in 11 traditional, contemporary and modern themes. 

Rounding out the 1960 Moe Light line, more than three dozen 
types of outdoor wall and ceiling lanterns, entryway accent 
bracket fixtures and doorway lights are offered, in addition to 
a complete line of single and double outdoor floor and spotlights. 


Lighting Men 
Read LIGHTING 
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2106-10 So. Kedzie Ave. 


CHILO 


Quality & Shade 
for 


Dighling Industry 


CHILO MANUFACTURING & PLATING CO. INC. 


Chicago, Ill. 


. 


Builliant New Light 
for your loveliest fixtures 


nalcobrite 


Decorative Tungsten Lamps 


How much more you'll love the 
sparkling beauty of your 
crystal and polished fixtures 
with Nalcobrite! Gracefully 
hand-tipped, clear or 
frosted, 25 or 40 watts 

in candelabra, inter- 
mediate, or standard base. 
Write for literature and prices. 


NORTH AMER 


made in U.S.A. 


250 Fulton St, 1536 No. 13th Street 


Co, New York, N. ¥. St. Louis 6, Mo. 


@ 4 wotts per sq. ft. — 


E-Z Watt Calculator 


Why should the electrical contractor 
know the electrical code? The electrical 
contractor who knows and follows the 
code will derive much more profit by ob- 
taining better wiring jobs and more co- 
operation from suppliers and utilities. 

The E-Z Watt calculator simplifies code 
requirements, since the National Electrical 
Code is based on 3 watts per square foot 
for the general lighting load. The E-Z 
Watt has both 3 and 4 watts per square 
foot. All you do is set the number of sq. 
ft. area involved on either the 3 or 4 watts 
per sq. ft. scale, which ever applies to 
your community. Read the net computed 
wattage directly at the appropriate window 
which gives the total net computed wattage 
of the general lighting load and the num- 
ber of small appliance circuits used, win- 
dow number designates the number of 
small appliance circuits used. 

By carrying this handy calculator of 
convenient size you have the correct watt- 
age answer right on the job. Lt eliminates 
the necessity for refiguring, or the even 
more costly venture of reworking the job. 
Save man-hours, material and time by 
having the correct answer available at all 
times through the handy E-Z Watt. Write 
in for your calculator at $2.00. Special 
price for quantity orders. Address Lester 
Electric, 4492 West 221st Street, Cleveland 
26, Ohio. 

&.@ 


An egotist is a man who talks about himself 
when you want him to talk about you. 
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New Braidless, Center Side-Break 
Disconnect Announced by 
General Electric 


A new rotating-insulator, center side- 
break disconnecting switch featuring braid- 
less terminal hinge contacts for longer life 
and only two insulator stacks per pole has 
been announced by General Electric’s High 
Voltage Switchgear Department. 


Designated the RJ-2, the new switch is 
designed for isolating power circuit break- 
ers, sectionalizing transmission lines and 
opening primaries of transformer banks. 

The RJ-2 is available in voltage ratings 
from 69 kilovolts heavy duty, through 230 
kilovolts, for currents from 600 through 
2000 amperes. Contacts are carried on 
pivotally mounted blades and are the mag- 
netic loop type, with silver-to-silver line 
contact. 

Contact is made in the center of a 
single gap with a toggle action that allows 
the blades to glide freely in and out of 
full contact. 


The contacts are designed so that during 
high momentary current flow magnetic 
forces from the reversed loop exert 
squeezing pressure on the contacts to hold 
the blades in place, and also prevent burn- 
ing and pitting of contacts. 

Both swing-handle or bevel-gear operat- 
ing arrangements are available. Insulator 
stacks rotate to open and close blades in a 
90-degree arc. General Electric engineers 
stated that only one tie-rod is needed to 


rotate insulator stacks for each pole due 
to low operating force requirements. 

The new switch may be mounted hori- 
zontally (with or without arcing horns), 
underhung, or vertically (without arcing 
horns). Because of this mounting flexibil- 
ity, the RJ-2 can be installed in areas 
where overhead space restrictions and 
other structural limitations would present 
an installation problem for vertical-break 
switches. GE, Schenectady 5, N. Y. 


K-S-H Plastics, Inc., Announces 
Plastic Prismatic Lens 
Panel Area Calculator 


K-S-H Plastics, Inc., High Ridge, Mis- 
souri, announces a new lighting engineering 
aid in the form of a durable, handy panel 
area calculator. 

K-S-H, manufacturers of K-Lite ex- 
truded plastic prismatic lens panels, has 
designed the calculator to be of specific 
help to architects and engineers in quickly 
and accurately determining the lens panel 
square footage necessary for any lighting 
job. 

The calculator renders extremely fast 
estimating and can be used to great ad- 
vantage in the design-layout stage, as well 
as actual on-the-job construction estimat- 
ing. 

The calculator is part of the K-S-H 
complete catalog and aids package for the 
lighting industry. 

For more information write to: K-S-H 
Plastics, Inc., High Ridge, Missouri. 
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CALIFORNIAS 


and NEW TOWER California's World« 


Fomous Resort overlooking the Blue Pacific 
where Wilshire meets the sea. Twenty minutes 
from International Airport. 450 luxurious 
rooms and bungalows, all with television and 
radio. Complete convention facilities. Banquet 
rooms for up to 2,000, air-conditioned, Exciting 
new Venetian Room and Cantonese Room. 
Swimming pool Beautiful grounds and 
landscaped gardens. Rates from $8. 

Write William W. Donnelly, Gen. Mgr. 


Across the U.S.A.and in HAWAII 


MASSAGLIA 
CREST OF GOOD LIVING 


JOSEPH MASSAGLIA, JR., President 


MASSAGLIA HOTELS 
« SANTA MONICA, CALIF. Hotel Miramar 
SAN JOSE, CALIF. Hotel Seinte Claire 
« LONG BEACH, CALIF. Hotel Wilton 
* GALLUP, N.M. Hotel El Rancho 
* ALBUQUERQUE, Hotel Franciscan 
* DENVER, COLO. Hotel Park Lene 
WASHINGTON, D.C. Hotel Raleigh 
* HARTFORD, CONN. Hotel Bond 
© PITTSBURGH, PA. Hotel Sherwyn 
CINCINNATI, O. Hotel Sinton 
* HONOLULU Hotel Waikiki Biltmore 


Werld-famed hotels 
Teletype service—Family Plan—— 


At Last! A Low-Cost, Weather- 
Resistant Post Lantern 


New Plastic Outdoor Post Lantern is 
now available as part of Virden Lighting’s 
new Scotch Plaid Line. Special plastic 
construction means years of weather-proof 
lighting. SP-7817 is white, trimmed in 
brass. This attractive lantern is distinctive, 
yet priced within the reach of all. Diffusers 
are non-breakable plastic, which are easy to 
clean. Height 1814”, cage 15” x 10”. Fits 
any standard 3” post. One 100-W lamp. 
Also available in black with brass trim 
(SP-7816). 

See your Virden Lighting distributor 
listed in the Yellow Pages of your phone 
book, or for more information write Virden 
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Lighting, division of John C. Virden Com- 
pany, 5209 Euclid Avenue, Cleveland 3, 
Ohio. 


Bathroom Light-Ventilator-Heater 


A sleek, flush mounted bathroom light- 
ventilator-heater combination has been an- 
nounced by the Trade-Wind Division, 
Robbins & Myers, Inc., Pico Rivera, Cali- 
fornia. 


The completely new addition to the 
Trade-Wind line of ventilating equipment, 
features instantaneous heat produced by a 
combination of radiant and convected heat 
from ribbon heating elements. Heat is 
emitted through a honeycomb aluminum 
grille located in the center panel. Albalite 
lenses on the outside edges diffuse light 
from two watt lamps. 

A remote wall switch controls operation 
of the light-ventilator-heater in five differ- 
ent combinations: 1. heater only, 2. lights 
only, 3, lights and heater, 4. exhaust only, 
5. exhaust and lights. A reversible axial 
flow fan makes possible exhausting or 
forced air heating. 

The unit incorporates a built-in back- 
draft damper and uses standard 4” duct. 
The heater draws 1450 watts of electricity. 
It is supplied with polished chrome finish. 

For additional information write the 
Trade-Wind Division, Robbins & Myers, 
Inc., 7755 Paramount Place, Pico Rivera, 
California. 


Circle F Mfg. Co. Introduces 
New Snap-in Rotary Switch 


Circle F Manufacturing Company has 
introduced a new Snap-In Rotary Canopy 
Switch designed expressly for use on pole 
lamps, tree lamps and small appliances 
where limited space is a consideration. 


This new, small, compact and efficient 
switch with its snap-in feature makes pos- 
sible important economies in installation 


time and labor and a reduction in produc- 
tion costs by lamp and appliance manufac- 
turers. 

Precision engineered as an important 
time saver in assembly work, the new 
switch is available with a nickel or brass 
finished multi-fingered steel clip. Easily 
snapped into a keyed mounting hole, the 
switch is mounted and locked into position 
with a single push. It completely eliminates 
the time-consuming fumbling with lock 
nuts. The new Snap-In Switch utilizes the 
same time-proven mechanism of standard 
Circle F line Rotary Canopy Switches used 
in applications where lock nuts are prac- 
tical. 

This new switch, patent pending, is 
available in black, brown, or white, Other 
colors are available on large quantity order 
basis. Ratings are 1A.-125V.T, 3A.-125V.; 
1A.-250V., 6A.-120V., A.C. Additional in- 
formation is available by writing Circle 
F Manufacturing Company, Inc., Trenton 
4, N. J. 


New Bed-Light 


The new cannon “A-Justa-Flex” Bed 
Lamp is said to provide a new type of 
restful reflected light, accomplished through 
an “up” light in addition to its regular 
down light. 


A special vented top opening in the shade 
permits the light to filter up and back, 
providing a soft glow on walls, pictures 
and ceiling. The source of light itself 
which comes from a regular type bulb is 
not visible. 


The top vent is also reported to result 
in a cooler light since air is drawn up 
through shade and out through the vent. 


A plastic bone white diffuser also softens 
the down light and this is accented by a 
polished brass shade trim and three dec- 
orative brass stars. 


The “A-Justa-Flex” Bed Lamp is ad- 
justable for high or low headboards and 
has a heavy duty bracket that attaches to 
wood or metal beds. A rubber bumper to 
protect walls from scuffing is also listed as 
standard equipment. Retail at $9.95. Manu- 
facturer is Cannon Products, Inc., Elwood, 
Indiana. 


can't push anyone up o ladder,"' sald 
Andrew Carnegie, ‘‘unless he is willing to climb 
a little."" If you don't believe it, try to shove 
some one up a ladder and see for yourself. It Is 
quit the same with the ladder of success! 
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Fiberglas Duct Rods Permit Easy, 
Rapid Servicing of Consolidated 
Edison's Underground Conduit 
Cable 


Hundreds of miles of Consolidated Edi- 
son’s electrical cable are now easily in- 
stalled in underground ducts with the help 
of interlocking sections of fiberglas duct 
rods. Used in sections up to 10’, these rods 
are connected and fed through the ducts 
from one manhole to another in order to 
snake pulling wires through the empty 
ducts. The rods are non-conducting and 
their flexibility allows them to negotiate 
turns and angles without difficulty. 


A double male nipple provides a positive 
and quick coupling and uncoupling con- 
nection. It is made of Parker FF-S 3%” 
steel with a 3%” hex and connects to the 
rod by female ferrules constructed of %4” 
standard brass pipe. The ferrules are 
double-crimped to withstand 3,000 Ibs. of 
tension. The rod proper is made of rein- 
forced fiberglas strands and has approxi- 
mately a 4%” diameter. 


Designed by Consolidated Edison en- 
gineers, the duct rods are available from 
stock in 10’ sections for $6.95 per unit 
under 100 units and $5.95 per unit over 
100 units. Desired lengths to customer spe- 
cifications are also available. For further 
information, write to Fredricks Company, 
154 North Franklin St., Hempstead, N. Y. 


Alkco Solves Kitchen Work Space 
Lighting Problems With Little-Inch 


“Fits anywhere there’s an inch to spare.” 
This sums up the most telling advantage of 
Little-Inch, Alkco Manufacturing Com- 
pany’s new under-cabinet light. This 
unique, little fixture measures a scant 7%”, 
yet it delivers 40 foot candles of pleasantly 
diffused light at 15 inches. 


Available with switch or starter, Alkco’s 
Little-Inch can be mounted singly or in 
runs with a wall switch. It’s simplicity 
itself to install—only two screws and a 
screwdriver required—and when surface- 
mounted, Little-Inch looks for all the world 
like a recessed fixture. 


The Little-Inch diffuser is unusual, too. 
It’s made of ALKCOrylic, an incredibly 
tough plastic developed by Alkco after 
two years of intensive chemical and physi- 
cal research. ALKCOrylic is so tough 
that it can be bent, twisted or dropped 
with little danger of damage. And it won’t 
warp or discolor even after years of use. 
The ALKCOrylic diffuser used in Little- 
Inch snaps in and out of the fixture when 
ordinary finger pressure is applied. And it 
comes clean with a quick swishing in a 
solution of water and detergent. 

Architects and engineers are specifying 
Little-Inch for widespread use in homes, 
schools, hospitals and commercial buildings 
and institutions. Because of its compact 
size and simple installation, the uses for 
Little-Inch are all but unlimited. 

Complete information on Alkco Little- 
Inch is available from Alkco Manufactur- 
ing Company, 4224 No. Lincoln Ave., 
Chicago 18, Illinois, or from any Alkco 
representative or electrical distributor. 
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Ceiling Drum Fixture 


The Perfeclite Company, 1457 East 40th 
Street, Cleveland 3, Ohio, is introducing 
for the first time a line of high intensity, 
prismatic, ceiling drum fixtures particularly 
suitable for use where high footcandle 
levels are required. 


Called “Crodrums,” these efficient new 
lights are available in 150, 200 and 300 watt 
units. Securely hinged, each glass drum is 
held in place by an easy-to-use patented 
safety locking device which facilitates re- 
lamping and cleaning. 

The tapered sides of the ceiling pan, with 
only % inches of metal showing, blend into 
the tapered sides of the drum for an un- 
cluttered, ultra-modern look. 

“Crodrums” are approved by Underwrit- 
ers’ Laboratories, Inc. A data folder, 61-B, 
showing construction details, ETL curves 
and full specifications is available upon re- 
quest. 


Traditional Best Selling Designs 
Available With a Dash of Modern 


Two time proven designs have been 
modified into contemporary lanterns by 
Artolier, foremost manufacturer of quality 
lanterns. Two best-sellers were converted 
to modern by the simple, yet ingenious, use 
of handscreened designs on frosted glass. 
The result can be seen in the accompany- 
ing photographs. Artolier, Lanza Ave., 
Garfield, N. J. 


The basic designs have proven popular 
with the buying public, and now will find 
even wider popularity among those wish- 
ing contemporary designs. 

#5000 is 8% inches high, 8 inches wide, 
with a 6% inch extension. The glass is 
frosted with handscreened design. 

#5001 is 9 inches high, 8 inches wide, 
with a 6% inch extension. The glass is 
frosted with handscreened design. 

Both lanterns are available in satin black 
with brass trim, white with brass trim, 
polished brass, weathered brass, and 
oxidized copper finishes. 


“Skywatch” V-66/B 
AUTOMATIC 
Indoor and Outdoor Light Control 


for Home and Industry 


"Skywatch 


MODEL 
associates 


“Skywatch” V-66/B is equipped 
with a 90° elbow fitting attached to a 
'/, inch diameter conduit. Color-coded 
leads extending from conduit provide 
simplified connection to outlet box 
inside house. 


Wiring diagram and instructions supplied 
with cat. 


r added information, contact 


VERICONTROL 
ASSOCIATES 


72 Main Street 
Yonkers, N. Y. 


GReenleaf 6-4800 


Crouse-Hinds Type MVA 
Mercury Floodlight 


Crouse-Hinds Type MVA-14 400-watt 
mercury vapor floodlight reduces mainte- 
nance costs in lighting areas such as service 
stations, where long burning hours are 
common. Heat-resisting glass lenses of 
five types are available. The fixture takes 
standard type BT-37 clear, color improved, 
or color modified mercury lamps. 

A hood may be furnished to cut off stray 
light, and to provide increased illumina- 
tion on the pavement, Different types of 
mounting bases are available, and mercury 
lamp ballasts as required can be furnished 
with the floodlight. For complete informa- 
tion, write Crouse-Hinds Company, Syra- 
cuse 1, New York. 


An uncompromising ideal gives one a sense of uncomfortable satisfaction. 
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New "Counterpoint" Makes 
Merchandise Sparkle 


Famous as specialists in store highlighting, Swivelier Com- 
pany, Inc. of New York, recently introduced its newest con- 
cept in adjustable counter lighting, the “Counterpoint”. 

“This new fixture”, says H. C. Brandman, Swivelier Sales 
Manager, “is Swivelier’s answer to the counter-lighting needs of 
retailers everywhere. ‘Counterpoint’ imparts a magnetic attrac- 
tion to the merchandise, which creates the impulse to buy.” 

Brandman points out that the “Counterpoint” is especially 
effective in spot-lighting jewelry (see accompanying photo), 
hosiery, giftwares and housewares. It enhances the true, rich 
colors of fabrics, it makes appliances and crystalwear gleam. 

The “Counterpoint” fixture is universally adjustable and can 
be used to highlight signs and displays, as well as merchandise. 

“Counterpoint” is easy to install states Swivelier, and attaches 
to the L. A. Darling Co. “VIZUSELL” uprights, used by leading 
stores throughout the world.. 

Additional features are the Swivelier-Coolite Shade, which 
protects customers and salespeople against burns, and the 
Swivelier spring-tension socket which survived U.S. Air Force 
tests of 10,000 adjustments without decrease in tension. 

“Counterpoint” comes in attractive brass-glow finish; it is 
available with both 2-conductor and 3-conductor (with grounded 
plug) cord. 

For descriptive literature write to Dep't. ADS, Swivelier Com- 
pany, Inc., 30 Irving Place, N. Y. 3, N. Y. 


China Fixtures 


A trio of pendant drops, fashioned of lovely and world-famed 
Cordey China, has been introduced by Progress Manufacturing 
Co., Inc., world’s largest producer of residential lighting fixtures 
and related electrical products. 

The Cordey Collection offers home decorators flexibility of 
style, color and mood. One, two or three light polished brass 
hangers combined with any of three distinctive pendants, in en- 
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chanting designs, brings a fresh approach to lighting of living 
room, dining room or bedroom. Hung at the same height or 
staggered, the pendants of the Cordey Collection may be “mixed 
or matched” for variety of decorator arrangements. 

One pendant, French white in finish, with its cut-out clover 
leaf design, raised flowers outlined in gold, is 10%” in body 
height, 614” in diameter, uses a 100W lamp. 

Also in French White, another pendant has a gold and pearl 
toned raised leaf applique design, is of same size and wattage. 

The third pendant has a finish of Bisque, is of imported 
Chantilly lace applique design in ceramic, with cut-out sunbursts. 


Body heigh 12%”, diameter 8%”, 100W lamp. 


P4433 


P4431 


P4432 


progress MANUFACTURING COMPANY, INC. « PHILADELPHIA 34, PA 


The Cordey Collection offers home decorators freedom and 
versatility. Freedom to design their own fixture arrangements ; 
versatility—for these pendants harmoniously and beautifully com- 
plement whatever style or period of decor they are employed 
with. 

Further information is available upon request from Progress 
Manufacturing Co., Inc., Castor Ave. and Tulip St., Philadelphia 
34, Pa. 


Recent surveys show 8.5 readers per copy 
of LIGHTING among utilities 
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New Becker Fixtures 


Twenty-Seven new fixtures are an- 
nounced by Lou Becker, Becker Manufac- 
turing Company, Rosemead, California. 
Among the new units are Contemporary, 
Early American, and Provincial. 


There is a new addition to the com- 
pany’s western and ranch-type line... a 
new wagon wheel type wall pulldown. It 
has an extension of 20 inches on the wall 
bracket with an overall spread on wheel of 
18 inches. Regular 13-inch wheel with three 
lights of 75 watt each. It is available in all 
finishes in both wood and metal. 

A catalog showing the complete line of 
Becker Manufacturing Company fixtures 
can be secured by writing to them at 9522 
East Gidley, Rosemead, California. 


New Budget Floods 


New low-cost utility floodlights just an- 
nounced by Stonco Electric Products Com- 
pany, 333 Monroe Ave., Kenilworth, N. J., 
feature high-output anodized aluminum re- 
flectors designed for effective light con- 
trol with minimum glare. The new line of 
general-purpose “budget-floods” are avail- 
able open or fully enclosed with a heat- 
resisting cover lens and resilient neoprene- 
rubber gasket. One-piece anodized alumi- 
num reflectors are concentrating specular- 
type for higher intensity “punch” lighting 
or diffuse for wider area illumination. 
Fully-adjustable __reflector-floods accom- 
modate 75W-300W general service lamps 
and are complete with a durable heavy- 
duty plate for surface, wall or box mount- 
ing. “Budget-floods” are practical, eco- 
nomical units for use indoors or outdoors 
in store-rooms, stairways, play areas, 
parking lots, drives, doorways, roadside 


LIGHTING, July, 1960 


stands, sign lighting as well as all-around 
residential applications. Bulletin C-1 is 
available from the manufacturer. 


Special New Signature Plaques 
Available to Contractors 
From Smithcraft 


In a drive to increase interest in re- 
lighting by tenants and building owners, 
Smithcraft Lighting, Chelsea 50, Massa- 
chusetts, has made available to contractors 
special plaques which can be installed over 
switchplates on existing and future in- 
stallations. By calling attention to new in- 
stallations of Smithcraft fluorescent light- 
ing, the plaques will inform visitors that 
the area has been equipped with quality 
fluorescent lighting, and may stimulate in- 
terest among owners for re-lighting other 
areas, thus creating more re-lighting jobs. 


The trim, contemporary plaques are gold 
in color, with the words “Smithcraft Light 
Conditioned” embedded in plastic. Fur- 
nished with a fast-bonding adhesive back- 
ing, they may be applied in one second 
above the switchplate or other appropriate 
wall surfaces. 

As an added stimulus, Smithcraft has 
initiated a contest in which contractors 
order a free supply of a signature plaques, 
and apply them over each switchplate in 
any installation. After selecting one par- 
ticular installation that would merit pub- 
lication in Smithcraft’s “The Light Side 
of the News,” the contractor then sends a 
description of his installation, together 
with photos, to Smithcraft Lighting. The 
most interesting installation, in Smith- 
craft’s opinion, will net the contractor 
$100,000; his story will be published in the 
“Light Side of the News,” and the dis- 
tributor’s salesman will win $25.00. 

Contractors interested in obtaining a 
supply of these sales-stimulating plaques 
may write to Smithcraft Lighting, Chelsea 
50, Massachusetts, listing the location of 
installations featuring Smithcraft lighting 
fixtures. 


Next Time 


you come to New York 
we hope you will 
include a visit to our 


NEW Jaycandescent 


SHOWROOMS 


at 5 East 35th Street, 
just off 5th Avenue. 


See 


the distinguished hand-crafted 
Coronet Series . . . the 
resplendent Parasol Series 

... the spectacular Anzac- 
Walnut Series . . . the newest 
— Concord Series... 
Roundabouts, Multicolors, and 
VISORIite® dramatic wall 
lighting. 


May we send you our new 
Supplement 60A? 


JAY LIGHTING Mfg. Co., Inc. 


5 East 35th Street, New York 16 
Distributors In Principal Cities 


the “downtown” location for 
businessmen, gzoup meetings, or 
vacationists is at East 6th & 

St. Clair Avenue. 


@ Family rates @ 3 fine restaurants 
@ AAA recommended @ garage & 
Parking lot adjacent @ closest to the 
Stadium & public auditorium 


‘stay 
atthe ~ 


AUDITORIUM 
HOTEL 
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FOR SPECIAL 
ORDER 
CONTRACT LIGHTING 
SEE 


CHARLES MICHALSON 


OF 


HERE, THERE & EVERYWHERE 
AT 


GREENE Ine. 


1059 Third Avenue, New York 22, N. Y. 
Plaza 3-2507 
CHANDELIERS SCONCES CANDELABRA 


Hy Yormak 


Mrs. Yormak to Represent 
Late Husband's Lines 


Eleanor Yormak, widow of the late Hy 
Yormak, intends to carry on his business 
activities. 

Hy was well-known and well-liked in the 
trade. He was active in LLEMSA and 
other trade organizations. Hy represented 
Melolite Corporation, 104-14 So. 4 Street, 
Brooklyn and Wolta Electrical Products 
Corp. of Mount Vernon, N. Y. Mr. Jerry 
Wolf of Wolta, and Mr. Alfred Tasman 
of Melolite have promised to assist Mrs. 
Yormak in her new endeavor. She started 
calling on the trade in the metropolitan 
area around July Ist. 
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NEW ONE PRICE PROTEC- 
TION POLICY of Mass. Gas 
and Electric. Plans to promote 
the Electrical Contractor's im- 
portance as a lighting con- 
sultant are discussed by 
(Standing I-r) Mr. Al Rotman, 
of Rotman Electric, Boston, 
Mr. Efrem Weinreb, Vice- 
President of Mass. Gas. Mem- 
bers of the Boston Chapter, 
Electrical Contractors Associ- 
ation, were present at a 
special meeting held at the 
Boston Showrooms of Mass. 
Gas and Electric. 


A new one-price protection policy designed to keep lighting fixture business in the 
pockets of electrical contractors was unveiled in an unprecedented move by Mass. Gas 
and Electric Co., 116 Canal Street in Boston. 

This new one-price policy was explained by Jason Weinreb, Director of Mass. Gas 
& Electric’s Lighting Dept. Each item will be tagged at low consumer prices to compete 
with department stores, discount houses, hardware stores and all other outlets who are 
beginning to vie so strongly for the electrical fixture dollar. 

“With this price approach, all discount confusion would be eliminated and potential 
customers will not browse and select, only to buy elsewhere. They will buy here in 
our showrooms to assure you, the electrical contractor, of your commissions. Though 
this new low price policy means less profits per item,” Mr. Weinreb continued, “in the 
long run it will build consumer confidence and substantially increase total sales with 
larger gross profits and commissions than ever before.” 

Mr. Weinreb continued with a discussion on the new home market potentiality for 
lighting fixtures. “The average $15,000 home buyer can be easily educated to spend 
at least $150 to $200 on quality lighting fixtures.” 

He urged the electrical contractors to sell the new home buyer on good lighting ideas, 
using better, more appropriate fixtures. “In this way,” he continued, “customers will 
be assured of lasting satisfaction and jobber and contractor alike will receive more 
substantial profits than ever before.” 


James B. Sullivan (right) 
contractor from the George- 
town Electric Shop, West 
Redding, Conn., receives the 
details concerning the Rem- 
con $50.00 Bonus Program 
from Don Kohlreiter (left) as- 
sistant Sales Manager of the 
Pyramid _Instrument Corp. 
Looking on are Bob Frank, 2nd 
from left) of H. L. Frank & 
Sons, Pyramid's New England 
Representatives and Buster Sil- 
vernail, counterman at the 
B. M. Tower Company, elec- 
trical jobbers in Bridgeport, 
Conn. 


The Pyramid Instrument Corporation of Lynbrook, N.Y., is wholeheartedly support- 
ing the NECA stand concerning the importance of the contractor “selling up” with 
the introduction of a new “Bonus Sales” program for its Remcon low-voltage systems 
division. 

“The contractor should not have to compete on a price basis when he can give the 
consumer something better in the way of comfort through electricity,” states Martin 
Schwartz, Pyramid general sales manager. “We feel that our future as a manufac- 
turer depends on the electrical contractor. That is why we have devised a program 
which will make it more economical for the contractor to get into the low-voltage end 
of the business where he can sell himself through the highly desirable convenience- 
through-electricity rather than the price.” 

The Remcon “Bonus Program” is designed to have the manufacturer absorb part 
of the learning costs of the contractor’s first installation of Remcon low-voltage wiring 
systems. With the first Remcon package purchased by the electrical contractor from 
his jobber, he receives a certificate worth $50.00. Upon completion of his first Remcon 
installation, the contractor returns the signed certificate to Pyramid and receives a 
$50.00 package of additional Remcon material of his choice at no extra cost. This 
amounts to a 15% discount on the initial installation. 
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21 BELVIDERE ST., BROOKLYN 6, N. Y. 
GLenmore 2-5511—5512 


LIGHTING COMPANY, INC. 


HARRY HANDLER 
PRESIDENT 


IN SHOWCASE, 
WALLCASE, AND 
SPECIAL LIGHTING 


NEW FORMS 


write for 
new catalog 
248 McKIBBIN STREET . 


BROOKLYN, N.Y 


GARFIELD, NEW JERSEY 
OUTDOOR & INDOOR LANTERNS OF QUALITY 


IMPORTED RESIDENTIAL LIGHTING FIXTURES 
Lanterns Sconces 


LEADING IMPORTERS OF: 
delier Parts, Founts, Figurines, 


BOHEMIA IMPORT CO. INC. 


39 West 23 Street New York 10, N. Y. 
5-3208-9 


Lamp Bases, Chan- 
Prisms. 


IMPORTERS 


Crystal, Bronze und Mod: 


HANDELIERS | 


Fectory: 3464 Hudson Bivd., Jersey City, WO 63435 


LIGHTING, July, 1960 


ADVERTISING RATES 


Card space 2'/ x |" single insertion 
$17.00. 6 insertions, $15.00 per card in- 
sertion, 12 insertions $12.00 per insertion 


FROELICH LIGHTCRAFT Inc. 


Manufacturers of Decorative Lighting 
964 Dean Street, Brooklyn 38, N. Y. 


Dining Room — 
Dinette — Bedroom — Hall 


DURAY FLUORESCENT MANUFACTURING CO. 


TELEPHONE 
@-4676 


DESIGNERS & MANUFACTURERS OF FLUORESCENT FIXTURES 
33168 W. MONTROSE AVENUE CHICAGO 16, ILLINGIS 


“THE LINE DESIGNED WITH SALES IN MIND” 
Mitgrs. of Residential Lighting Fixtures 


GERINGER & SONS MFG. CORP. 
Peekskill, N. Y. PEekskill 7-4550 


Manufacturers of Incandescent and fluorescent 
residential lighting fixtures. 


ESTY MFG. co. > 


GET TO KNOW 
EVERGLOW 


ALL YOUR FLUORESCENT AND | scatimaadain 
LIGHTING NEEDS 


EVERGLOW LIGHTING FIXTURE CO., INC. 


332 East Jericho Turnpike, Huntington Ste., L.I., N.Y. 


JERYL LIGHTING PRODUCTS 
42 W. CERMAK RD. 
CHICAGO 16, ILL. 


manufacturers of 


JER-0-LIERS 


FEDERAL LIGHTING CORPORATION 


DIVISION OF THE FRANKELITE CO 


Manufacturers of Quality Fluorescent, 
and Incandescent Residential, Commercial 
and Industrial Lighting Fixtures 


1425 ROCKWELL AVE., CLEVELAND 15, OHIO 


AND COMPANY CORPORATION 


Distinctive Residential Lighting 
FIXTURES AND LAMPS 


JEANNETTE 


PENNSYLVANIA 


“LIGHTCRAFT FIXTURES used the world over’’ 
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CME-LANTERNS. iwc. 
Menufacturers of distinctive resi- 
ésatial lanterns and lighting fixtures 
| | 
—Z__y H A. 
Checkh-O- Lite AMBURG 


Better Styled—Better Finished 
Lighting Fixtures 


Write tor complete catalog 


Lincoln LIGHTING PRODUCTS INC. 


Chicago 18, Ill. 


MAJESTIC 


METAL SPINNING & 
STAMPING CO., INC. 


St., Breokiyn 17, N.Y. 
TRiangle 6-1422 


GANUFACTURERS & DESIGNERS OF 
QUALITY RESIDENTIAL LIGHTING FIXTURES 


MELOLITE 


2229 FOURTH STREET, BERKELEY, CAL. 
NESHAMINY, PENNA. * EL DORADO, ARK. 


° ° 
swivelier . 
PAR-BEAM-LITE 
CANOPY UNITS 


for use with 200-W, 300-W 
and 500-W lamps 


SWIVELIER COMPANY, INC. 
‘New York Showroom 
30 Irving Place, New York 3, NY 


Specializing in 
SOLID COPPER 
LIGHTING FIXTURES 
INDOOR & OUTDOOR 


~~ The complete line of 


FLUORESCENT 
STARTERS 


DURA LAMP CO. 


62 E. Bigelow St., Newark 5, N.J.. © Bigelow 3-0014 


ELECTRICAL TESTING 
@ Ine. 


2 East End Avenue Wew York 21. Nt. Y. 
Electrical, Electronic, Environmental, 
Photometric and Chemical Laboratories. 
Testing, Research, Inspection ang Certification 


ERIE GLASS MFG. CO. 
LIGHTING GLASSWARE 


564 Union Trust Bidg. 
Pittsburgh, Pa. 


FORMAN GLASS WORKS 


« Decorative Formed Gloss for * 
All Lighting Fixtures and Torchiere Lamps 


9 NEIL COURT ° OCEANSIDE, N. Y. 
Phone ORiole 8-5840-! 


CRYSTAL 


CRYSTAL 
TRIMMING NOVELTY LAMP AND 
CHANDELIER 
PARTS 
IGMOR 
NOVELTY CORP. Telephone 
Now York MU 3-1689 


Fivorescent lighting 
devices, incandescent 
lighting devices, 
switches, harnesses, ter- 
minal strips, etc. 


ELECTRIC CORP. 
Mount Vernon, N. Y. 


Write for big catalog. 


LIGHTING PARTS, INC. 


Los Angeles © San Francisco 


Manufacturers’ Agents and Distributors of Parts 
for the Incandescent and Fluorescent 
Fixture Industry 


SINCE 1929 


ROYAL co, inc. 


* manufacturers of 


FLUORESCENT LAMP STARTERS 


Serving the trade over a quarter of a Century 
19-21 Grain Street, Newark 3, N, J. 


York Rep. Sli-Gio Sales Company IL 8-4574 
ew Jersey Rep., Phil |. Hersh, ES 5-7887 


‘SURELITE 


manufacturers of 


FLUORESCENT STARTERS 


SURELITE PRODUCTS CO. 
368 €. 148th St., N. Y. 55, N. Y. 


LIGHTING FIXTURE PARTS 
Where Good Design Costs No More. 


Linden Metal Products Corp. 


130! Elizabeth Ave. W, Linden, New Jersey 
SPECIFICATIONS SHEETS Ane. SAMPLES ARE 
AVAILABLE TO MANUFACTURERS AND OE- 
SIGNERS ONLY. WRITE TODAY. 


*® Serving the Trade Since 1918 


Gem Baers © Steel Hickeys Crossbars 
Malleabie Hickeys © Universal Bers © Flanges 
© Fluorescent Hickeys © Etc. 


Prompt Quotes on your Requirements 


M.S.W. MANUFACTURING COMPANY, Inc. 


1627 Niagara St., Buffaie 13, N. Y. Phone: Lincoin 2875 


PHILADELPHIA 
GLASS BENDING CO., Inc. 


2515 Moore St., Philadelphia 45, Pa. Tel.: HO 8-7255 
* CERAMIC FIRED BENT GLASS 
tor LIGHTING MANUFACTURERS 


TRANSFORMER CO. 


Chicago 7, Illinois 


DESIGNERS AND MANUFACTURERS 


Steel 


im Oestens BODIES FOR 
All Fistures§ «THE TRADE 


immediate Deliveries 


STEELCRAFT FLUORESCENT “a co. 


Murray 8t 6. 4. 
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manufacturers of: 
SLIMLINE & HIGH OUTPUT 


FLUORESCENT LAMPS 


(for indoor and 
outdoor use) 
ALL STANDARD 

COLORS & SIZES 


Odd sizes & colors 
on special order. 


SUPRO LUX 
mfg. co., inc. 


406B E. 161st ST. 
BRONX 51, N. Y. 


CROSS BARS FAXTURE 
HICKEYS AND LAMP 
LAMP GUARDS HARDWARE 


WASSELLE METAL PRODUCTS 60. 
Nation's Largest Producer of 


LIGHTING HARDWARE 
235 Berry St., Bkiyn 11, N. Y. EV 7.090 


Lighting For Safe Highway Travel 
—Continued from page 14 


This is a modern, four-lane divided highway on which 
careful records were kept by the Indiana Director of 
Highway Safety a year each before and after lighting 
was installed on the three-mile stretch. Night fatalities 
were reduced to zero. After-dark accidents dropped 
from 100 to 68. Daytime accidents on the other hand, 
remained about the same—140 to 138. 

The State of New Jersey has probably had more ex- 
perience than any other state in the lighting of rural high- 
ways. Here are several passages from an article ap- 
pearing in the New Jersey Municipalities Magazine: 
“Statistics compiled in New Jersey over the last 25 years 
prove conclusively that properly designed highway light- 
ing reduces night-time accidents, and that a highway 
which cannot be safely traveled at night is an economic 
liability.” “There are now more than 13,000 lighting 
units in service on the State Highway System. The 
cost of this lighting is a little over $600,000 per year, 
and represents 3% of a cent for each 100 car miles traveled 
on the New Jersey state highways in 1956. The mini- 
mum lighting standard, however, must be maintained on 
every highway since it is as much a part of a safe high- 
way as a center island, overpasses, or shoulders. To 
appropriate funds for the electric bill is to discard all 
the knowledge gained over the last 25 years. The light 
that cannot be lit because of lack of funds is the most 
expensive of all.” 


Ease Assembly Work with the New “Inspector” 
Lamp 


A new magnifying lamp has just been added by Swing-O-Lite 
to their line of lamps for industrial uses. 
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Designed for precision work, the INSPECTOR combines 
a 5” diameter magnifying glass with a shadow-free 22 watt 
fluorescent light. For additional versatility, the INSPECTOR 
features a built-in dual electric outlet mounted on the base (This 
exclusive feature is optional extra). 

A custom-engineered arm with a 45” reach gives 360° on-the- 
spot positioning, and special adjustment knobs insure proper 
tension and steadiness in any position desired. The INSPECTOR 
is available in several styles of base mounts, and in a choice of 
popular colors. 

Priced as low as $34.00, the INSPECTOR will find many 
applications in miniature assembly work, production line assem- 
blies, quality control, etc. 

For complete information and prices for the INSPECTOR 
and other lamps for professional and industrial uses, write to 
Swing-O-Lite, 13 Moonachie Road, Hackensack, N. J. 


New Book Shows How to Create Effective 
Exhibits and Displays 


The problems of creating effective displays for goods, services, 
and ideas are varied and complex. They are given authoritative, 
practical analysis in an important new book, EXHIBITION 
AND DISPLAY, by James Gardner and Caroline Heller, pub- 
lished today by F. W. Dodge Corporation, New York. 

Exhibition and display techniques have been of growing im- 
portance to business, industry, non-profit organizations, and 
governments since the days of Victoria and Albert’s Crystal 
Palace, but too many displays still attempt to achieve results 
with antiquated methods that have lost their drawing power. 

To help correct this situation, Mr. Gardner, one of the world’s 
foremost authorities on this subject, and Miss Heller have pre- 
sented here a lively guide to effective exhibition. EXHIBITION 
AND DISPLAY should produce increased returns for anyone 
who follows its advice. 

The authors study the problems of designing exhibits to ex- 
plain, to create atmosphere, and to sell—the three activities 
which, alone or in combination, are the object of any exhibit. 
They cover every aspect, from store windows and sales floors, 
through industrial and government exhibits, to mammoth pro- 
jects of international scale, such as international trade fairs and 
expositions. For the specialist, they include a technical appendix 
on procedure. 

Beginning with the principles of good display and the specific 
methods of carrying them into practice, the book relates each 
general concept to numerous specific examples of exhibition and 
display in action, showing exact points of success and failure. 
Over 350 photographs and line drawings make the analysis 
especially vivid and meaningful. 

Major sections explain: the functions and limitations of ex- 
hibition, displaying goods, selling ideas, how to catch the public’s 
eye, the importance of lighting circulation and stand layout, 
special effects, the use of plants, and features. Analyses include 
specific displays of goods and services, ideas and information, 
museums and galleries, shop windows, traveling exh:bitions, and 
the Brussels Exhibition of 1958. 

EXHIBITION AND DISPLAY will prove invaluable for 
architects, designers, advertising and merchandising managers, 
display artists, public relations directors, contractors—in short, 
everyone who plans or uses exhibitions to show and sell goods 
and services. 

For those who design displays, it will help answer such problems 
as how to handle circulation without crowding and with maximum 
exposure to a display; how to keep viewers from tiring; how 
to handle unwanted daylight when exhibiting; how to attract 
attention to a booth in an unfavorable location. 

EXHIBITION AND DISPLAY 190 pages, 8% x 11%” 
$13.75, by James Gardner and Caroline Heller over 350 photo- 
graphs and line drawings. 
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Classified Advertising 


Rate: $1.50 per line; Space bine counted as line. Minimum charge $7.00. Cash with order. Display classified (boxed) is $13.50 


per column inch. 


HOW TO COUNT YOUR LINES—Figure all cap line as equal to 35 letters, per line—other lines which include both upper and 
lower case letters, are equal to 45 letters. Add two lines for Box number ad, please send re-forwarding postage to cover. 


DESIGNER-SALESMAN WANTED 


Leading California Custom lighting manufac- 
turer offers exceptional opening for experi- 
enced Designer with sales ability. Salary plus 
commission and outstanding fringe benefits 
offers unlimited opportunities for top earnings 
and growth. Submit full resume and samples 
of design ability. Box JY-21, LIGHTING, 114 
East 32nd Street, New York 16. 


Small West Coast Lighting fixture mfgr. in- 
tending to expand; seeking working partner 
or merger opportunity. Box JY-23, LIGHTING, 
114 East 32nd Street, New York 16. 


SALES REPRESENTATIVE WANTED to sell 
fluorescent lighting fixtures; New Jersey terri- 
tory. Good proposition available with incentive 
bonus for right man. It is desirable to have 
contacts with architects and engineers. Box 
“ae ay LIGHTING, 114 East 23rd Street, New 
York 16. 


MANUFACTURERS AGENTS WANTED 


California Manufacturer of a complete line of 
residential lighting fixtures. Texas—Oklahoma 
— Louisiana — New Mexico and Arizona now 
open. State lines carried and complete resume. 
Box AP-380, LIGHTING, 114 East 32nd St., 
New York 16. 


ONE OF THE COUNTRY’S LEADING RESI- 
DENTIAL AND COMMERCIAL LINES IS 
DESIROUS OF REPRESENTATION IN TEXAS, 
OKLAHOMA AND INDIANA. MAN MUST 
HAVE FOLLOWING AND EXPERIENCE 
WITH ELECTRICAL DISTRIBUTORS. PLEASE 
STATE QUALIFICATIONS, EXPERIENCE AND 
REFERENCES. BOX JY-27, LIGHTING, 114 
East 32nd St.. New York 16. 


DESIGNER—imaginative, cre- 
ative; residential interior and 
exterior—per diem, free lance 
or full time—arrangement of 
your choice. Contact leading 
lighting firm through Box JY- 
22, LIGHTING, 114 East 32nd 
Street, New York 16. 


WANTED—Factory man capable of assuming 
all responsibilities of purchasing, production 
and shipping, partnership or stock interest 
available. For right Man, Box JY-26, LIGHT- 
ING, 114 East 32nd Street, New York 16. 


REPRESENTATIVE WANTED—for short line 
of functional and provincial incandescent 
lighting fixtures including lamp poles. This 
line has appealing style and excellent quality 
at an unbelievable low price plus a revolu- 
tionary new sales gimmick. This is the simple 
key to selling success in any field. Wide 
following and excellent contacts are not 
necessary. Any one calling on the trade can 
sell this line. Territories available: ‘Midwest, 
Southwest, No. Car., So. Car., Tenn. In answer- 
ing advise exact territory covered. Box JY-25, 
LIGHTING. 114 East 32nd Street, New York 16. 


REPRESENTATIVES WANTED by leading di- 
rect importers Bronze, Crystal, Brass resi- 
dential lighting fixtures. All territory open 
west of the Mississippi except Calif. and Texas. 
Excellent catalog available. Commission. State 
lines now carried and references. Box JY-28, 
LIGHTING, 114 East 32nd St., New York 16. 


Readership per copy of LIGHTING is particularly high among 
electric utilities’ management!!!! 


Two of the nation's leading utilities, Cleveland Electric Illumi- 
nating Company and Toledo Edison Company have used sev- 
eral thousand copies of LIGHTING's January and June issues 
to send to their preferred list!!!! 


Advertisers’ Index 


Berger Machine Products, Inc. 42 Massaglia Hotel 53 
Chilo Mfg. & Plating Co. 53  Meierjohan-Wengler 50 
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LUMINAITHRES 


BY KEYWSTONE wiTH o.v.v* 


... Surpass the new demands, the new standards, the more exacting requirements set by commerce and industry. 


Realistic thinking and years-ahead planning are earning Keystone fixtures acknowledged leadership in lighting’s 
vastly accelerated progress. 


Basic and fresh illumination concepts are here; more are to come. Keystone policy recognizes that current bold advances 
in lighting will soon be normal commonplaces of everyday use. 


Keystone salutes the Architects, Engineers and Specialists who are continuing to vision future significant 
development. We welcome the privilege of contributing, in the field of 
manufacture, to this new world of lighting now being fashioned. 


A good share of tomorrow's fixtures are on 
Keystone drafting boards today. 


*Optimum Visual Value 


get 
lication. Holding brightness at a minimum, these polystyrene | 
lighting efficiency but also guarantee mai 
‘in 40W, rapid start... 4-lamp, 8 foot tandem 


resi- 
: 
open 
pxas. 
: 
> 
: 
really rugged; separate top plate 3%” deep. They'r 


rorgive me if I’m carried away by my Progress Electronic Range Hood. Imagine a range hood that requires 
no duct work, no charcoal filters, no complicated installation that is magically electronic. That’s my Progress 
Electronic Range Hood, engineered to outperform all previous ductless hoods. It works through electrostatic 
action that disintegrates millions of microscopic, grease-laden particles, neutralizes them. Then air is returned, 
purified! That, my friends, is science, not magic, but it all adds up to the same wonderful result. With the 
push of a button, smoke vanishes, grease and soot and cooking odors disappear. My kitchen becomes so fresh 
and sweet and cool I can close my eyes and imagine myself floating over a sun drenched field of mountain flowers! 
That’s my Progress Electronic Range Hood. | 


PROGRESS ELECTRONIC HOOD 
Available in three sizes and a 
choice of four finishes: 
Anodized Copper, Copper- 
tone, Solid Stainless Steel 
and Platinum, Superior 
performance. 


PROGRESS MANUFACTURING CO., INC., Philadelphia 34, Pa. 
Please send me information about your Electronic Ductless Range Hood 


NAME 


COMPANY. 
ADDRESS 


EFFECTIVE FILTRATION 
Blower fan draws smoke and 
soot particles across electri- 
cally charged ionizing grid, 
then to collector plate where 
they adhere. Air returns to 
kitchen deodorized, pure and 
clean, 
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| | | 
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